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cA Wonderful 
Record 








We have thus far offered these new 
Readers (The Child’s World) to nine 
States. A// but one have adopted them 
in whole or in part—three as basal, 
five as supplementary. There has 
been nothing like it in the history 
of Readers. 


B. F. Johnson Publishing Company~ 


Richmond, Virginia 





*Texas, Oklahoma, Tennessee, Kentucky, South Carolina, Arkansas, West Virginia, Florida 
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Wear, Fancy Articles, Furnishings for Men 
and Boys, also House and Home Furnishings 
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! When You Visit 

| RICHMOND 

; Be Sure and Visit 

3 Tiler é ad | 

| Miller éz Rhoads | 

} “The Shopping Center’’ H 

i Broad Street at Sixth—Through to Grace Street i 

' ? 

i HE splendid stocks of Fall and Winter merchandise of correct : 

; style and quality, together with the ideal service now rendered ; 

; both. our out-of-town and home patrons, evidence in an alto- H 

\ gether satisfactory way our supremacy in the Southern Retail Depart- ¢ 

; ment Store field. ? 

' Women’s and Misses’ Apparel, Millinery 

| Silks, Dress Materials, Trimmings, Children’s 
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"ECONOMY !" 


A Sane Teaching A Safe Practice 


Practice what you Teach and Shop at 











NI EVERYTHING COSTS LESS AT A 


WEISBERGER 


| CHMOND'S GREAT STORE 
Head to Foot Outfitters for all Mankind at Economy Prices 
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4) * 6. 
WA Olottuers-furnishers 
605 EAST BROAD STREET 
RICHMOND, VA. 
Extend the School Folk a cordial invitation 
to make this store their headquarters 
while in Richmond. 
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Teaching Citzenship in Rural Schools 


Florence H. Stubbs 


Head of Rural Education, State Normal School for Women, Farmville. Va. 


(he teaching of civics, “citizenship,” like medi- 
cine, should be administered in due season. Every 
teacher should have for her definite and con- 
scious aim the training of citizens for a democ- 
racy and not merely instructing and disciplining 
in our laws so as to make “good” children, “good” 


men and women. Early in life we must make 


the child feel his personal responsibility to his 
home, community and nation. Training in citi- 
zenship should grow out of the children’s daily 
life. Nothing should be taught abstractly. The 
rural school must lay emphasis on the rural citi- 
enship and its problems. Skillful correlation of 
‘ivics with class work, discipline, games, and in 
fact with all activities, is the teacher’s greatest 
opportunity. Pupils should be encouraged to 
contribute to the work from their own experi- 
neces and observations. Each pupil must carry 
vith him the idea that he must be a positive, con- 
‘ributing force to his community—his country. 
Children love to count for something really worth 
while, all they need is the right kind of a leader 
nd opportunity. 

Country children should be taught community 
patriotism, and should be taught to boost the 
eautiful fine things in their community. All 
the worthwhile things in life are not found in 
the city. Oh, to develop a just pride and gen- 

€ appreciation in rural life! 


Rural teachers, 
wake up to the great privilege and opportunity 
that is yours. 


hy 
)\ 


Start with the new school year 
cleaning grounds and building, organizing 
games and developing a school spirit and pride. 
“hus in a concrete way teach the spirit of citizen- 
hip—that is the spirit of co-operation. We are 
told by President Wilson and the experts of the 


country that the solution of the high cost of lis 
ing and unrest is “Work, save, co-operate and 
produce.” These principles should be stressed 
both in theory and practice in your citizenship 
work this year. 


Work, Save, Co-operate, Pro- 
duce! 


The course and method outlined here are only 
suggestive. Each teacher should modify this to 
suit the individual needs and problems of each 
community. The following outline is based 
largely on A Course in Citizenship, by Cabot, 
Andrews, Coe, and others (published by Hough- 
ton, Mifflin and Co.); Civics in Elementary 
Schools of Indianapolis, by A. W. Dunn. (Gov- 
ernment Bulletin.) A most excellent reference 
is What to Do For Uncle Sam, by C. S. Bailey, 
(published by A. 


Flanagan and Co.) [very 
teacher should have this little book. 
GROUP I. 
For First AND SECOND YEARS OF Sciioot. Work 


1. Home and Family; School and Playground 


General Aim: Helpfulness, kindness and co 
operation. 


OUTLINE. 


1. Kindness to playmates. 


Suggestions for showing kindness. 


(a) By refraining from tale bearing 
teasing. 

(b) By letting new children and smaller 
ones share in games. 

(c) By keeping pleasant instead of sulking 
when one can’t have his own way. 

(d) By sharing toys, pleasures, etc. 


and 
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Vals 


(a) By feeding them at right time. 


2. Kindness to ani 


(b) By not teasing them cruelly or over 


working them 


(c) By not killing birds or destroying their 


MESES, EC. 


3. Protection and care of plants and flowers. 
(a) By not running and playing among 
plants and shrubs. 
(b) By caring for plants of your own. 


(c) By caring for trees—not hacking on 


them, driving nails, hitching horses, 


rc. 
4. Responsibility for cleanliness and care. 
(a) Why 
bodies ? 


(b) Why should children brush their teeth 


should children have clean 


every day? 

(c) What can each child do to keep clean? 

(d) How can each child help to keep his 
clothes, his yard and his playhouse 
clean? 

(e) What other things about the school 
and home will clean children remem- 


. 


ber? 


Making others happy. 
(a) Remembrances or greetings on special 


mn 


occasions. 
(b) Thoughtfulness of the absent and sick. 
6. Faithfulness and obedience. 
(a) By obedience to parents and teachers. 
(b) By keeping promises and telling the 
truth. 
(c) By observing home and school laws. 


7. Kindness of great men. 


~~ 


(a) Lincoln. 
(b) Long fellow 
(c) Sir Philip Sydney. 


(d) R.L. 


Stevenson. 


8. Generosity. 
(a) By sharing toys, pleasures, etc. 
(b) By refusing to take all the good things 
even if offered. 
(c) By giving for war orphans and the like 
g. Good manners. 
(a) By respecting old age. 
(b) By courtesy at home, school and else- 
where. 


(1) By saying, “Thank you,” “Excuse 
“Yes, Mother,” 
“Good morning,” ete. 


me,” “Please,” 
(2) By raising your cap to all ladies you 
know. 
(3) By offering your seat. 
10. Helpfulness. 

(a) By running errands, providing com- 
forts and pleasures for the old and 
sick, 

(b) By helping teacher and parents. : 

(c) By helping classmates with hard les 
sons and work. 


(d) By helping keep grounds attractive, 








helping make fires and bring water. 





Gratitude and sympathy. : 
(a) Meaning—concretely. 


(b) Ways of showing 


Method. 


1. Correlation with home and school work. 
(a) Nature study based largely on obser- 
vation. 
(1) Excursions in immediate neighbor- 
hood. 
(2) Walk to and from school, around 
home. 
(3) Study of common plants and ani- 
mals. 


(b) History—national holidays. 3)» Ou 


(c) Stories, poems and songs related to 

0. Pul 

(d) Study childhood of great men, such as ( 
Washington and Joseph te show ad- 


topics suggested. 


mirable traits of character. (; 
(e) Constructive work. 
(1) Make doll’s 


Christmas presents, ete. 


and furnish house, (« 
(2) Base work on child’s interests and 
emphasize the civic idea of mutual 
responsibility and co-operation. 1: “Sat 
(f) Class room and playground govern 


ment. R bed 







(g) Activities relating to topics on outline 
; ‘ , 9. Good 
2. Morning talks, opening exercises and conver- 


: ; a) 
sations with pupils. ( 


3. Other suggestions are found in the content 


(0) 











\ver- 


t 
tent 
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GROUP II. 


i» THIRD AND FourtH YEARS OF SCHOOL WorRK 


Community and Country. 
General aim: To make the child see his part in 
the community. 


How the community serves the home and how 
public institutions serve community—viz: 
postman, doctor, preacher, teacher, grocer, 
shoemaker, etc. 


How the home serves the community. 
(a) Care of premises. 
(b) Conduct towards neighbors. 
(c) Conduct in stores and in other public 
places. 


;. The home and the school. 

(a) Habits that apply to each—obedience, 
service, punctuality, thoughtfulness, 
industry and cleanliness. 

(b) Appearance of the home and school— 
care of the yard, etc. 

(c) Care of property—furniture, school 
supplies, buildings, trees, etc. 

(d) Beauty and protection—lawns, fences, 
public property. 

,. Community and county institutions. 

(a) Public schools. 

(b) Post office. 

(c) Court house, ete. 

5. Our attitude toward people in public service— 

loyalty to public officials. , 


. Public health and public charity. 
(a) Care of body—hands, face, fresh air, 
nourishing food, etc. 
(b) Care of home 





fight flies, mosquitoes, 
dust, ete. 





(c) Care of health in public places—ex- 
pectoration, danger of sneezing, 


care of sick, inspection of food, milk, 
water, etc. 

7. “Saftey First.” (Country schools, fires, pass- 
ing auto, horses, etc.). 

‘. Obedience to community laws. 


. Good will to all citizens. 
(a) Kindness to new playmates on the 
street and playground. 
(b) Respect shown to new and foreign 
children. 


10. Industrial activities of the town or com- 
munity. 
(a) Sources of raw materials and destina- 


tion of manufactured products. 
(b) Sources of food supply and clothing. 
(c) Development of means of transporta- 
tion. 
(d) Means of communication. 
(e) What do these facts stand for in their 
contribution to citizenship? 
What can California bring to your 
community ? 
What does your community send out 
to others ? 
Method. 


1. The work continues to center around stories, 
songs, conversations, activities and the like: 

The story of Robinson Crusoe is especially 
good to emphasize our dependence upon 
community life. 

2. Constructive work—individual and co-opera- 
tive. 

Clay work, basketry and other subjects sug- 
gested by the story of Robinson Crusoe 
or by Indian life. 

(This work should 
begin here and gradually expand and pro- 
gress through the grades.) 

(a) Daily problems that arise. 


3. Community arithmetic. 


Such as 
purchasing of groceries, the selling 
of home products should be utilized 
by the teacher. 

(b) Various groups of children bring in 
data for their arithmetic and other 
lessons, thus cultivating the spirit of 
responsibility, initiative, and co-op- 
eration. 

4. Activities or project work suggested by out- 

line of content. 

(a) Each child should be assigned or 
should elect some individual respon- 
sibilities. 

(b) Larger tasks should be assigned to a 
group or class for the co-operative 
responsibility. 

5. I-xcursions. 

(a) Suitable subjects—the blacksmith’s 
shop; a nearby river; a grist mill; 
a corn field; a grocery store; saw 
mill; a local factory, post office, 
quarry. 
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GROUP III. 
For Fretn AND SIXTH YEARS OF SCHOOL Work. 
I. Community Development. 
General Aim: To have the child realize his 
responsibility and part in the vital problems. 
1. Kconomy. 
(a) In the home—loods, clothing, furni- 
ture, fire-crackers, Christmas gifts, 
tC. 
(b) In the school—in books, desk, play- 
ground apparatus. 


the community—mutilation of 


Cc) fa 
buildings, destruction of trees, care 
of lawns, roads, ete. 

2. Advantage of home ownership. 

(a) To the owner. 

(b) To the community. 
3. The Nation—knowledge of, love for, and ser- 
vice to. 
The 


American life, making it a source of 


(a) contribution of each race to 


strength. 


(a) Indians—Self-control, courage, ete. 


(b) Germans—Music, love of home, power 


of hard work. 


(c) French—Skill, courtesy, etc. 
(d) English—Language, love of freedom, 


and independence. 
4. Government by the people. 
(a) Government of self. 
(b) Government in games—Who makes 
them? Who enforces them? of 
with President. 
5. Responsibility of each citizen. Each needed 
to make a nation. 
(a) Responsibility of President, voters, 
county and community officers. 
(b>) Responsibility of housekeeper. 
(c) Responsibility of pupils. 


1) Being on time. 


(2) Regularity in attendance. 
3) Faithfulness in work. 
(d) Disloyalty of breaking rules we helped 


to form. 
6. Social service. 
(a) Kindness to animals—protecting birds, 
for 


providing drinking fountains 


horses and dogs. 


(b) Care of sick poor. 
(c) Care of the unfortunate—Red Cross 
Work. : 
Health. 
(a) Cleanliness of person, of premises. 


/* 


(b) Laws regarding removal and burial oi 


dead animals. 








(c) Protection of food and drink. 
(d) Proper clothing and other health pre 
caution. 
8. Wealth—thrift and industry. 4 
(a) Clubs, gardens, ete. 
(b) School savings, banks and_ thrift 
stamps. : 
(c) Review. Care of property in the home 
school neighborhood, public places F7 
g. Knowledge. “As the citizen develops, si : 
4 


the community develops.” 
(a) Punctuality and regularity. 
(b) State laws on school attendance an 
child labor laws. 
(c) Studious habits. 
10. Beauty. 
(a) Home and surroundings. 
(b) Personal appearance, simplicity, good 
taste. 
(c) Care of trees, parks, benches, etc. 
(d) What can do to make th 
community more attractive? 


children 


11. Growth of schools. Advantages of locatio: 


of our school ; disadvantages ; heating, light- ce] 

ing, and ventilation ; building and grounds ha 

medical inspection, industrial training, et the 
Method. 


1. Not only a correlation of subject matter 1 


geography, history, arithmetic and civics a 
but emphasis is given in the methods 0! 7 
teaching, to the cultivation of initiativ: H 
judgment, co-operation, power to organiz a 
knowledge around current events. 
2. Employ the budget scheme in teaching thi wie 
problem of economy in expenditure fo ie 
school equipment, clothes and food, gifts i 
toys, garden plots, ete. Ha 
3. Emphasize the producing side of economy— 
in school gardens, industrial clubs and the ie 
like. a 
}. Value of ownership illustrated by ownersh! 4 | 


in personal property. 
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5. Systematic introduction to laws and ordi- 
pss nances relating to civic topics—those with- 
in the comprehension of sixth grade chil- 

dren. Teachers should use judgment in 

dealing with these subjects. 

. Emphasis on what the child can do for the 
community. 

7. Lessons in hygiene afford opportunity for 
discussion of questions of public health and 
sanitation. 

(a) Have children give examples of, and 
participation in, if possible, neigh- 
rift fom borhood co-operation for health pro- 
tection—combined efforts for clean 
me yards, lots and stables—e. g., fly 
ces campaigns. 

s\ (b) After observation and inquiry have 
reports on actual menaces to health 
in their own community. 
an (c) Show how the department of health 

insures pure water and prevents 
spread of contagious diseases. 

(d) Responsibility of each citizen for co- 
operation with the board of health. 


re- | 


nny at os Se a SS 





FOO 
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GROUP IV. 


For SEVENTH AND EIGHTH YEARS OF SCHOOL 
Work. 


Suggestions for the fourth and last group (1) 
A study of local community, its welfare, govern- 
ment and organizations, and its relationship to 
the county and state; (2) A study of the state 
and national community in a similar way; (3) A 
study of the world community. Under this last 
topic a study may be made of such questions as 
national characteristics, national contributions to 
world, idea of humanity, interdependence of 
nations, justice and honor, effects of war between 
nations, agreements between nations, world con- 
ferences leading to world federation, world hos- 
pitality and world democracy. 

A text book may be used on this last group, 
yet work should be based largely on current events 
and policies extending from local to world poli- 
cies. Free use should be made of newspapers 
and magazines, pamphlets and bulletins. The 
present times offer untold material for this study. 
Can we afford to neglect it? 


The Celebration of Armistice Day 


the Pauline Williamson 
Supervisor Primary Grades, Richmond, Va. 


Ati In the primary and intermediate grades the 
ight celebration of special days can be made to 
nds have great educational value. The observance of 


se days appeals to the children’s immediate 
interests and is a means of making the essential 
ibject matter a vital part of their lives. Pro- 
rams for special days may provide motives for 
ching fundamental facts in arithmetic, lan- 
guage, history, civics and other subjects, and at 
the same time develop initiative and self-reliance 
on the part of the children. If planned with 
these ends in view, they save time for the teacher 
nd make her work lighter instead of heavier. 
(he celebration of November the eleventh as 
Armistice Day is rich with opportunities. It 
suggests so wide a range of activities that some 
sections of the State are planning a full week’s 
gram beginning with Monday, the tenth, 

as Preparedness Day. The following sugges- 
tions are offered for use by fourth grades, but 
put in a general way in order that they may 





be adapted to the needs of the children in the 
other primary grades. 

During the first week in November, the ques- 
tion of why November has an important place 
in our history may naturally arise. If this stim- 
ulates a discussion of Thanksgiving without 
mention of Armistice Day, the question of why 
November had more significance for us last 
year than ever before will probably be all that 
is necessary. Then might follow such questions 
as: How did we celebrate the eleventh of No- 
vember last year? Was that a good way? Can 
you suggest a better way? What does the day 
mean to us? Who are responsible for our being 
able to celebrate the day? What did it cost 
some of them? How can we honor those who 
gave their lives that we might have a World 
Democracy? Did you have any part in making 
the celebration of this day possible? What did 
it cost the United States? What are some of 


the things that people in a democracy need 
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most? How can we help in securing these for 
our school democracy ? 

These questions may lead to the discussion of 
the relative value of statues, museums, libraries, 
schools or other community buildings as suitable 
memorials to the soldiers of the European War. 
In honoring these soldiers, some children may 
wish to bring to school pictures of our war 
heroes and heroines, poems by recent war poets, 
letters 
friends and 


and post cards received from. soldier 


relatives, and relics brought home 
by them. Some of the children may have mod- 
els of guns and airships that they have made 
themselves, the workings of which they would 
like to explain to the class. In the stories of the 
heroes and heroines, the leaders of the Boy 
Scouts, Girl Scouts, the Red Cross, and religious 
organizations should receive their share of glory. 

In talking about those who are responsible 
for our being able to celebrate the day, the work 
of the schools in the Junior Red Cross and War 
Savings Societies should not be overlooked, and 
the importance of our continuing our Junior 
Red Cross, Thrift, Health, and Stay-in-School 
campaigns should be stressed. Through these 
organizations one of the most essential habits 
of good citizenship may be developed: co-opera- 
tion for the good of the group, with the willing- 
ness to sacrifice self for the welfare of others. 
various activities it will be 


In these group 


brought to light that the education of the indi- 
vidual for his responsibility as a citizen is neces- 
sary in a democratic society. 

Further patriotic appeal may be made by sing- 


‘ing national songs, studying national and State 


emblems and renewing our pledge of allegiance, 
which should not be neglected now that the war 
is over. 

The children who are studying Indian life 
may be interested in dramatizing “The Ritual of 
Citizenship,” in The Outlook, May 24, 1916. 

Free material which will help in carrying out 
a program along the lines suggested may be 
secured from the following sources, if either 
the teachers or the children themselves write 
for it: 

“Outline of a Course of Study in Thrift,” 
issued by the War Loan Organization, Rich- 
mond, Virginia. 

“Modern Health Crusaders’ Manual,” Vir- 
ginia Anti-Tuberculosis Association, 1110 Capi- 
tol Street, Richmond, Va. 

Bureau of Junior Membership, American Red 
Cross, Washington, D. C. 

“Peace Day Bulletin,” ‘by Mrs. Fannie F. 
Andrews, Government Printing Office, Wash- 
ington, D. C. 

“The Seals of Virginia,” by E. S. Evans, Re- 
port of the Virginia State Library for 1909-1910. 


Program of State Educational Conference 
November 25-28 


Owing to lack of space it is impossible to give 
the full program of the Annual State Confer- 


ence. We give herewith the main features of 
interest. As we go to press everything points 


to the greatest meeting in the history of the Con- 
ference. Many interesting speakers have been 


secured. 


PLACES OF MEETINGS 


Marshall High School, 


Street, between 8th 


John 


Marshall 


Registration : 
Room 115, and 
oth Streets. 

All assignments to boarding houses, hotels and 
homes will be made here. General information 


headquarters will also be here. 


GENERAL MEETINGS 
General meetings will be held at 8.15 P. M. on 
Wednesday, Thursday and Friday in the John 
Marshall High School Auditorium, located on 
East Marshall Street, between 8th and oth 
Streets. Other meetings will be held in the Vir- 
Institute, 11th and _ Broad 
Streets, the Administration Building, 805 East 
Marshall Street, the Ruffner School Building, 
12th Street between Marshall and Clay, and in 
the rooms of the John Marshall High School 

Building, unless otherwise indicated. 


TUESDAY, NOVEMBER 25, 1919 


g A. M.—AIl day session Board of Direct: 
State Teachers’ Association, Murphy’s Hotel. 


ginia Mechanics’ 


a | 
wm 
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fereng 
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g A. M. to 1 P. M.—Meeting of Division Su- 
rintendents, Auditorium of Mechanics’ Insti- 


4 
% 
i 


te, 11th and Broad Streets. 

Richard A. Dobie, Presiding. 

/ g A. M. to 1 P. M.—Meeting of Trustees, 
lass room of Mechanics’ Institute. 

\l. F. McGehee, Presiding. 

2to 5 P. M.—Joint meeting of Superintendents 
il Trustees, Auditorium of Mechanics’ Insti- 


tute. 


Led by Prof. F. B. Fitzpatrick. 


WEDNESDAY, NOVEMBER 26, 1919 


g A. M. to 1 P. M.—Meeting of Division Su- 

rintendents, Auditorium Mechanics’ Institute. 

Led by Blake T. Newton. 

gy A. M.to 1 P. M.—Meeting of Trustees, Class 
room Mechanics’ Institute. 

M. F. McGehee, Presiding. 

2 to 3.45 P. M.—General meeting of the Edu- 
ispices of State 
Marshall High 


tion Conference, under the 
eachers’ Association, John 
School Auditorium. 

J. A. C. Chandler, Presiding. 

4 to 6 P. M.—Meeting of Division Superin- 
tendents, Auditorium Mechanics’ Institute. 

R. A. Dobie, Presiding. 

4 to 6 P. M.—Fine Arts Section, Room 109, 
John Marshall High School. 


; \liss Martha W. Coulling, Presiding. 


Virginia Folk Lore Society, Auditorium John 
Marshall High School. 
John Stone, Presiding. 
History Section, Room 105. 
Wm. A. Gilbert, Presiding. 
\indergarten Union Section, Room 212. 
Miss Mary L. Segar, President. 
\lusic Teachers’ Section, Room 213. 
Miss Christine Munoz, Presiding. 
\irginia Geographic Society, Room 210. 
Miss Loulie C. Kelley, Presiding. 
Inglish Teachers’ Section, Room 214. 
bY J. C. Metcalf, Presiding. 
industrial Education Department, Room 12. 
T. D. Eason, Presiding. 
8.15 P. M.—General meeting Education Con- 


‘erence under auspices Superintendents and 
rustees, Auditorium John Marshall High 
a ] Oo )]. 


Richard A. Dobie, Presiding. 
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THURSDAY, NOVEMBER 27, 
9 to 10.45 A. M.—Joint meeting of Principals, 
Colleges and Secondary Schools, Auditorium 
John Marshall High School. 
H. E. Bennett, Presiding. 
g to 10.45 A. M.—Industrial Education De- 
partment, Room 12, John Marshall High School. 
Raymond V. Long, Presiding. 
g to 10.45 A. M.—Meeting Co-operative Edu- 
cation Association, Room 210, John Marshall 


IQIQ 


High School. 

George W. Guy, Presiding. 

9 to 10.45 A. M.—Meeting of Trustees, Room 
214, John Marshall High School. 

M. F. McGehee, President. 

g to 10.45 A. M.—National League of Teach- 
ers’ Association, Room 301, John Marshall High 
School. 

Miss Cornelia S. Adair, Presiding. 

11 A. M. to 12.30 P. M.—General meeting of 
Educational Conference, under the auspices of 
the State Teachers’ Association, Auditorium 
John Marshall High School. 

J. A. C. Chandler, Presiding. 

12.45 P. M.—District meetings, second floor 
John Marshall High School. 

3.30 P. M.—Joint meeting Rural Primary and 
Grammar Grade Teachers’ Section, Auditorium 
John Marshall High School. 

Mrs. Nora L. Bocock, Presiding. 

8.15 P. M.—General meeting of the Educa- 
tional Conference, under the auspices of the 
State Teachers’ Association, Auditorium John 
Marshall High School. 

J. A. C. Chandler, Presiding. 


FRIDAY, NOVEMBER 28, 1919 

9 to 10.45 A. M.—Principals’ Department, As- 
sembly Room, Administrative Building, 805 E. 
Marshall Street. 

Mallory K. Cannon, Presiding. 

9 to 10.45 A. M.—Department of Colleges and 
Secondary Schools, Room 207, John Marshall 
High School. 

9g to 10.45 A. M.—Co-operative Education As- 
sociation, Room 210, John Marshall High School. 

Mrs. B. B. Munford, Presiding. 

g to 10.45 A. M.—Joint meeting Rural Pri- 
mary and Grammar Grade Teachers, Auditorium 
John Marshall High School. 

Miss Ilma vonSchilling, Presiding. 
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rr A. M.—General meeting Educational Con- 
ference, under auspices of Co-operative Educa- 
tion Association, Auditorium John Marshall 
High School. 

Mrs. B. B. Munford, Presiding. 

12.30 to 2.30 P. M.—Meeting Co-operative 
Education Association, [Executive Committee, 
Room 301, John Marshall High School. 

Harris Hart, Presiding. 

2 to 3.45 P. M.—Classical Section, Room 201, 
John Marshall High School. 

Herbert C. Lipscomb, Presiding. 

2 to 3.45 P. M.—Rural Department, Audito- 
rium John Marshall High School. 

Mrs. Nora L. Bocock, Presiding. 

2 to 3.45 P. M.—Mathematics Section, Room 
203, John Marshall High School. 

James G. Scott, Presiding. 

2 to 3.45 P. M.—Modern Language Section, 
Room 202, John Marshall High School. 

A. G. Williams, Presiding. 

2 to 3.45 P. M.—Science Section, Room 207, 
John Marshall High School. 

Ivey F. 


2 to 3.45 P. 


Lewis, Presiding. 

M.—Grammar Grade Section, 
Ruffner School, 12th Street between Marshall 
and Clay Streets. 

Miss Ilma vonSchilling, Presiding. 

2 to 3.45 P. M.—Primary Grade Section, As- 
sembly Room, Administrative Building, 805 East 
Marshall Street. 

Miss Rachel E. Gregg, Presiding. 

4 P. M.—State Teachers’ Association, Audi- 
torium John Marshall High School. 

J. A. C. Chandler, Presiding. 

8.15 P. M.—General meeting of Educational 
Association, under auspices of Co-operative Edu- 
cation Association, Auditorium John Marshall 
High School. 

Harris Hart, Presiding. 
ENTERTAINMENTS 
TUESDAY, NOVEMBER 25, 1919 
Noon 

Luncheon to the Executive Committee of the 
State Teachers’ Association and their guests, 
given by the City of Richmond. 

WEDNESDAY, NOVEMBER 26, 1919 

11.45 A. M.—A Physical Training Demonstra- 
tion by Grammar Grade Pupils. Gray’s Armory, 
7th and Marshall Streets. 
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THURSDAY, NOVEMBER 27, 1919 


The City of Richmond plans to provide some 
entertainment features. Information will be 
given delegates at the time of registration. The 
William and Mary-Richmond College foot ball 
game will be played in Richmond on this date. 


FRIDAY, NOVEMBER 28, 1919 
1 P.M. 

Luncheon to the Officers and Executive Com- 
mittee of the Virginia Co-operative Education 
Association, given by the City of Richmond. 

ANNOUNCEMENTS 

Luncheon may be had at the John Marshall 
High School Cafeteria at reasonable rates, on 
Wednesday and Friday. 

A joint committee of the Kindergarten-Pri- 
mary Association will meet on Tuesday, Novem- 
ber 25th, at 5 P. M., in the Board room of the 
Department of Public Instruction, Presbyterian 
Building, 6 North Sixth Street. 


MEETING AND REGISTRATION OF 
TEACHERS AND DELEGATES 

The registration office will be in Room 115, 
John Marshall High School, and all teachers and 
delegates are requested to report from the train 
to the registration office. For the convenience of 
those who do not know the city well, the trains 
will be met by the students of the John Marshall 
High School, who will wear red ribbon badges. 


RAILROAD RATES 


The railroads of the State have given a gen- 
erous reduction in rates of one and one-third 
fare for the round trip, on the certificate plan, 
The certificate 


from all stations in Virginia. 
plan means that you pay full fare coming 
Richmond, and, on the validation of your certiti- 
cate, which you should ask for when you pur- 
chase your ticket, you are entitled to the return 
trip for one-third fare, thus making the one and 
one-third rate for the round trip. Do not fail to 
ask your ticket agent for a certificate at the time 
of purchasing your ticket, and remember that the 


certificate must be validated in Richmond to en- 
title you to the reduced fare for the return trip. 


Full information will be given during the Con- 
ference of the time and place at which the above 
mentioned certificates will be validated. 


> = 
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Writing in the Ungraded School 


W. C. Locker 


When the number of pupils enrolled in any 
hool reaches the point where several rooms 
e required for their accommodation, it pre- 
pposes that the pupils will be formed into 
isses on the basis of related ability. Obvi- 
ously the problem of grading the pupils is sim- 
plined in proportion to the number of classes 
be formed. However, when the number of 
pupils to be instructed does not exceed the capa- 
of one room and they must be taught by 

e teacher, it would seem the part of wisdom 

have the pupils organized into the smallest 

imber of groups consistent with the circum- 
tances, and which will, at the same time, effect 
greatest economy of time and energy for 
both the teacher and the pupils. In the forma- 
tion of small groups in one classroom, the 
teacher should exercise conscientious and intelli- 
gent discrimination. She would not be fair to 
either the pupils or herself if she should try to 
instruct each one individually. Neither would 
she be justified in putting all the pupils in her 
class, irrespective of age, ability and previous 
training, into one group for study and recitation. 

\ happy medium should be sought through a 
areful study of all the circumstances. 

\Vhile recognizing the above principles, the 
writer offers here some suggestions for teaching 
writing in the one room school which, if adopted, 
vill greatly simplify the work of the teacher and, 
at the same time, insure the best results possible. 

let us assume, as a basis for discussion, about 
the worst condition tmaginable; a one room 
school of some thirty pupils, ranging in age from 
seven to seventeen, with from one to half a 
lozen pupils in each grade of the elementary 

hool course. Obviously it will not be possible 
‘or the teacher to form seven groups for each 
ubject in the course of study. 

So far as the writing is concerned, let us adopt 
heroic measures. Form the class, as a whole, 
into one group for writing instruction and prac- 
tice. In this way the instruction can be made 
tHective and will, at the same time, create an 

for the teacher and pupils by the natural 

‘tablishment of better discipline and more sat- 
factory results in other subjects. Below is 





outlined a definite plan of procedure which if 
adhered to strictly, will substantiate the above 
claims. , 


(1) Have every pupil, irrespective of his grade 
in other subjects, secure a copy of book 1, 
Locker Easy Method Writing, and organize 
the class for practice, giving particular at- 
tention to the RULES, DISCIPLINE, 
CLASS INSTRUCTION, AMPLIFICA- 
TION OF RULES (especially, Position, 
page 17), ACCOMPANIMENT, and 
CRITICISM, in the Teacher’s Guide to 
Locker Writing. 
Continue the instruction and practice with 
the class as a whole, covering about a page 
each week, until the book has been com- 
pleted. Be careful to follow instructions. 
During the progress of practice in book 1, 
encourage the pupils to apply the principles 
of muscular movement in all writing. It 
will certainly be possible for them to ob- 
serve at all times the correct position of 
body, paper, etc. However, the teacher will 
have to exercise a watchful eye at all times 
to break up bad habits already formed and 
to establish in their stead correct methods. 
Have the pupils secure book 4 and proceed 
with the practice the same as with book 1. 
Compare the writing on page 49 with that 
on page I, and note the improvement. 

As book 4 is begun, the teacher should not 
only encourage pupils to apply the principles 
of muscular movement in all of their writ- 
ing, but she should insist upon it. 

However, if the teacher will apply the cor- 
rect principles of motivation, she will find 
that it will not be necessary to insist so 
much as to explain. The pupils will become 
interested in their own progress, and the 
chief duty of the teacher will be to guide 
their efforts. 

Under the head of MOTIVATION, the 
teacher will find further aid in reduc- 
ing her work and increasing her skill. The 


(2) 


(3) 


(4) 


situation here offers many unique angles for 
While they are too numerous 


motivation. 
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for discussion, a few phases that might be 
applicable follow: The big boy a model for 
the small one. If the big boy does not re- 
spond, reverse the proposition and make the 
small boy a model for the big one. Encourage 
the pupils to see who can help the teacher 
most—by requiring the fewest corrections. 
Use the work of the pupils for comparative 
display. Have special seats designated for 
the model pupils. See who will use it first 
in all writing. Who can make the most im- 
provement, according to the Scale, in a given 


time, etc., etc. These are only suggestions, 


The Teaching of Thrift in Rural Schools 


and the teacher will have to exercise tact 


in their application. 


1S" ine 


J. H. Binford 


Assistant Superintendent, Richmond Public Schools 


If I could give every school child with whom 
I come in contact the ideal and the practice of 
thrift I feel that a great work would have been 
The besetting sin of America is the lavish 
This is no longer a city 


done. 
expenditure of money. 
vice but has reached out to the small town and 
open country as many rural teachers know. 

The school should try to remedy this evil be- 
cause its primary task is the promotion of good 
citizenship. If the school ought to teach honesty 
and patriotism it ought also to teach thrift. The 
school is the best place to teach thrift because 
of the factor of imitation. If through the efforts 
of teachers it becomes the fashion to practice 
thrift at school the majority of pupils will par- 
ticipate in this activity. 

There is only one way to teach thrift and 
that is by doing. General platitudes about the 
necessity of saving will not avail any more than 
general remarks about “morals and manners” 
will result in conduct. the 
teacher who desires to teach thrift must devise 
a definite plan whereby children may systematic- 
ally and at stated times save money. 

In what ways can the rural teacher promote 


good Therefore, 


the practice of thrift? 

First—He can indirectly help by encouraging 
his pupils to engage in home projects such as 
the raising of a crop of tobacco, the owning of 
a pen of fowls, or the raising of a hog. The 
disadvantage of this plan is that the home project 
is not a part of the school life and is only re- 







There are in these two books, 1 and 4, 32 
pages, which at the rate of a page a week will i 
extend through a school year of eight months. i 
If the session is shorter than eight months, the e 
instruction should be condensed accordingly, but } 
the two books should be completed. Book 1 i 
gives an easy approach to writing through the é 
establishment of right principles, and book 4 E 
illustrates the application of these principles to J 
all writing. 

5 
motely subjected to the law of imitation. 
Another disadvantage is that when money is 
realized from the project there is still the prob- 
lem of how it will be spent. 

Second—There is the government plan of War 
Savings and Thrift Stamps. Teachers did fine 
work along this line during the war and our 
government is still actively promoting the Thrift 
Campaign. Teachers should continue to encour- 
age pupils to buy these government securities 
and if a systematic plan is worked out for the 
regular sale of stamps at school the situation ; 
will be met. 7 

In Richmond we have instituted a regular 
School Savings System with the following \ 
features: J 

- *\ 
1. Deposits are made each Monday. +) 
2. Withdrawals are permitted only twice a year \ 
—at Christmas and at the close of the 
session. re 
3. Interest is allowed on all deposits of one dol- a 
lar or more. M 

4. tach child has a neat deposit card on which 
is recorded his weekly deposits. 
5. A local bank handles all the deposits from ™ 
the school in one account, pays the cost A 
of the materials, and allows 3 per cent Mi 
interest quarterly. Mi 


7Mr 

Under this plan about 10,000 children bring 
in their deposits each Monday morning. (The 
average weekly deposit per child is twenty cents) 








FE 
‘i 
} 
& 


Tsang AA Sa RLS a ala a 


THE VIRGINIA JOURNAL OF EDUCATION 


The teachers are glad to do the necessary work 
ind the banks cheerfully cooperate in promoting 
Thrift education. After an experience of two 
full sessions we are more pleased than ever with 
uur plan of school savings. 

We therefore advocate the regular school sav- 


ings system with weekly deposits by the children 
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as the best plan for the promotion of thrift. We 
are certain that this plan can be as successfully 
worked in any town or rural school, convenient 
to a bank, as it is being worked in Richmond. 
We are likewise certain that the local bank will 
gladly cooperate with the school principal in in- 
troducing and maintaining such a system. 


Official Announcements of the Department of Public Instruction 
List of Retired Teachers, October 1, 1919 


ACCOMAC COUNTY Age 


Year When Quarterly 


Name Class Retired Retired Ll’ension 
*Miss Emma L. Core....B 1908 64 21.88 
*Esau LL. Kellam......<. B 1909 70 26.25 
Miss Sarah R. Conquest.B 1910 =: 66 23.28 
James G, BOGE. «2: cic. B 1910 «3659 57.63 
*Joseph H. Hebard, Sr...B10'% I910 71 16.63 
E; B. PaeO6... .6cnccs.08 Bro™% 1910 81 14.47 
Harriet B. Higgins..... B 1913 63 34.12 
George G. Nock........ Bio% 1914 7! 16.25 
Miss Annie W. Bird..... A I9I5 43 38.50 
*Miss Sue F. Elliott...... A1o% 1915 55 13.00 
Miss Emma Robins..... A 1917. 60 20.60 
*Lewis W. Gaines, Col’d..B 1908 66 18.75 
George E. Blair, Col’d..B 1917. 59 21.50 
Miss Susie C. LeCato...A I9IQ 47 81.37 
ALBEMARLE COUNTY 
Miss Willie E. Hickok..B 1908 61 35.00 
T. G Barckhead........ A 1909 57 37.50 
Mrs. Lily J. Maupin....A 1909 52 22.50 
Miss Mary E. Calhoun..A 1910 50 27.88 
Miss Olivia C. Lewis....A I9I0 50 29.38 
*Miss Mollie Wayland...A IQII 57 20.92 
*Miss Ida A. Stover..... A 1912 60 35.35 
+Rosa L. Gilmore......... A I9I2 (40 24.87 
Mrs. Kate P. Moore....A 1913 56 25.37 
Miss Lucy R. Temple...A 1914. 4I 26.25 
Mrs. A. L. Birckhead...A 1914 5I 34.56 
+Miss Shannon Maloney.A 1914. 51 42.25 
George B. Lupton...... B I9IS 64 38.50 
*\Mrs. Pattie A. Cosby...B10% 1916 70 9.37 
*Miss Lillie D. Evans....B 1917 63 36.75 
Miss Emily A. Davis....A 1917. 47 20.25 
Miss L. D. Wingfield...A 1919 53 19.57 
Rives C. Minor, Col’d...B 1909 6-53 26.25 
*W. T. Hughes, Col’d....Ai 1910 54 12.50 
*Robert Kelsoe, Col’d....A IgI2 55 35.87 
Miss F. A. Minor, Col’d..B I9QI5 54 17.19 
Miss B. S. Lewis, Col’d..A 1918 51 18.75 

ALEXANDRIA COUNTY 
Miss Bettie W. Nevitt...A 1913.51 51.20 
\LLEGHANY COUNTY 
Miss R. M. Hooglman..A 1910 = 39 39.50 
Miss Lottie Lemon..... A I9QI5 53 30.75 
Mrs. Pattie C. Webb....B 1917. 50 38.34 
AMELIA COUNTY 
Mrs. S. A. Wooton..... B 1916 =656 47.50 
Henry Johnson, Col’d...A I9tt 68 15.00 





AMHERST COUNTY Age 


Year When Quarterly 


Name Class Retired Retired Pension 
*J. W. R. Gibson........ B 1908 69 18.75 
Miss B. H. Parr Wood..B 1908 60 48.75 
*John D. Lewis......... B 1909 6-67 24.31 
Mrs. Bettie H. Tucker..B IQII 62 19.50 
Miss Marion Bullock...B I9QI2 54 21.00 
Mrs. Emma W. Pryor...A 1913. 45 38.00 
2S ne B 1917 64 16.87 
*S: ©. Penn. Col’d....... B 1909 47 18.75 
*W. H. Peters, Col'd....., A1lol4 IgII_ 55 9.38 
Silas W. Berry, Col’d....A I9QI5 52 13.42 
Peyton H. Johnson, Col’dB 1915 62 15.62 
APPOMATTOX COUNTY 
Miss Addie Dawson....A IQI5 : 
R. H. Wheeler.......... B 1916 aaa 
AUGUSTA COUNTY 
Beniah Vint............. B 1908 71 26.25 
*]. L. Hetehios.......... B 1909. «6 30.00 
John C. Weast..........2 A 1910 55 22.50 
Miss N. S. Alexander...B 1910 62 = 43.75 
Milton W. Bucher...... B 1910 63 ~=22.00 
*Miss Estie Beard....... B IQII 57 32.00 
Mrs. G. M. Tisdale...... A 1915 47 23.60 
T. J. Argenbright.......: A 1916 55 38.37 
Miss M. H. Ryan......., A 1916 §=40 29.40 
Miss Sallie T. Christian. B 1918 50 44.63 
T. B. Johnson, Col’d.....B 1909 43 15.63 
Miss Dora V. Brownlee.A 1919 sSI 35.50 
BATH COUNTY 
M. L. Woodzell......... B- 1913. 59 26.30 
BEDFORD COUNTY 
Charlotte L. Sale....... B 1909 sSI 5.00 
*Miss Edmonia Lowry...A 1910 62 per 
Mrs. M. R. Tucker......, aN 1910 5024.75 
*Miss Geils E. Thomas...B i910 73 24.75 
>. Hi. Dooler........:.. B IQII 67 25.87 
Miss Abbie Wright..... A 1914. 43  ~= 28.55 
is . =e B 1914 66 31.50 
James E. Witt.......... B 1914 68 4202 
Junius D. Lowry........ B 1915 59 27.94 
James R. Guy........... B 1915 69 125.00 
Mrs. M. U. Griggs....../ A 1916) 45 26.25 
Miss Sallie Lindsay..... B 1918 51 42.75 


BLAND COUNTY 


*James Mahood.......... Alo% 1911 78 8.00 
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BOTETOURT COUNTY 


Name Class 
WEE. Fe) FIRES ove A = 
E. T. Mason... B 


Miss Emma Noftsinger..B 
*Miss Nannie V. Bowver.A 
Miss Elizabeth Latane..B 
Mrs. Emma J. Oden....A 
Miss Mattie Zimmerman B 
Miss Allie B. Caldwell..A 


BRUNSWICK COUNTY 
Bc, AREY >. sesien edewe 
Miss Mary B. Peace....B 
Mrs. Nannie B. Field...A 
*}. ©. Fiarrison..... ee’ 


*Mrs. Nellie Ji Harris... A10Y% 
*Miss V. O. Seymour....AIo% 


James A. Riddick.......B 


Miss Amelia E. Organ..B 


BUCKINGHAM COUNTY 


*T. Trvitie Sale... 6. 5+ 0e eee 
‘Ton A. AYES... 060050: 3 
Fr. W.. SWan.... ee 


Mrs. Carrie S. Saunders A 
Mrs. Mary L. Wood....B 
Mrs. Nora A. Jiones......A 
James B. Riddle, Col’d...B 


‘Edward §. Lomax...... Bio'%4 


Mrs. Mary W. Garland C B 
Miss Augusta G. TwymanB 


CAMPBELL COUNTY 
Miss M. J. Campbell....B 
Miss Bettie H. Davies...B 


Dy. fas. BVGUS co. ss cens 
*Mrs. Georgia Tyree....A 
Miss Sallie V. Gilliam...A 
joun C. Orr; ‘Cotd...<.. 3 


+Miss Georgia T. Snead..B 


CAROLINE COUNTY 
*Miss Caroline V. Jerrell.B 


*Miss Lizzie Wright..... B 
L.. B: GO0GIOe...6< 00600 B 
*Miss Annie McAuley...B 
Miss Kate Wright.......B 


Mrs. Ada H. Blanton....B 


+Miss Annie J. Garrett....A1o'% 


Miss S. S. Williams......B 
*Miss Annie McAuley.....B 
Miss Eva H. Smith......£ A 


Mrs. Anna E. Seaman....A 
Miss M. L Wortham....B 
+Mrs. L. L. Graves, Col’d..B 


CARROLL COUNTY 


| eR SL ee ae B 

| et ae: CE ee 
*W.J. Satterfeld.... .. AIO 

W. H. Mitchell ore. 

G. H. Cooley ee 

S. M. Lindsay.. B 


CHARLES CITY COUNTY 


A. Q. Franklin, Col’d....B 





Year 


1909 
1909 
1910 
IgI2 
1QI4 
IQI5 
IQI5 
1917 


1908 
1908 
I9IO 
I9QIO 
I9IO 
I9QIO 
IQIO 
IQgIO 


1908 
1909 
1909 
1909 
1909 
1916 
1910 
1910 
1919 
1919 


1909 
1909 
IQII 
1912 
1917 
1909 
1919 


1908 
1908 
1909 
1909 
1909 
IgIO 
IQII 
IgI2 
1913 
IQI4 
1916 
1916 
Igi2 


1909 
1909 
1910 
1913 
1915 
1917 


Igi2 


Age 


When Quarterly 
Retired Retired Vensicn 


AU Anunun SS! 
MnWwNodn 0 


49 
62 
65 
69 
49 
60 


un 
© 


30.00 
30.00 
22.50 
17.37 
38.50 
25-37 
30.30 
40.12 


30.63 
30.63 
28.05 
20.71 


mt 

oO ooh 
NW UINU 
mum eoowmd 


So N®W bh 
Own 


CHARLOTTE COUNTY Age 
Year When Quarterly 
Name Class Retired Retired Pensjon 
Mrs. Mary B. Reager...A 1909 = 556 25.00 
+Mrs. Rosa. H. W. Gray..A IQIO 47 33.38 
Mrs. M. E. Mason...... A I9I4 53 26.00 
Mrs. Janie M. Otley....A1o% 1918 72 15.50 
Mrs. Rosa Gray.....:..A 1918 55 35-75 
Prank LL... Tall. .sccceess B 1909 49 22.50 
*Whitheld Clarke ........ B 1909 666 71.43 
nm. C. Edomnds.........8 1915 68 8.44 
CHESTERFIELD COUNTY 
Miss Etta Goode........A 1908 43 26.25 
*Mrs. Bettie H. WilkinsonA1o% IgIrI 60 10.16 
Rev. T. J, Netttes........ B I9I2 63 28.87 
CLARKE COUNTY 
Mrs. Lona Stinson......i A I9I5 59 35.00 
Mrs. Lillie M. Glover....B I9QIQ 59 53.75 
Mrs. Margaret Mvyers...A I9IQ_ 57 45.98 
G L. D. Harris, Cold...3 1908 54 21.88 
CRAIG COUNTY 
*+Mrs. Amanda Dowdy...A 1909 42 25.00 
ee Be MAO n See Sic tee B 1909 OI 25.00 
CULPEPER COUNTY 
PE. Ds SOOO scans enc B 1908 70 30.63 
*Mrs. A. F. Wingfield....B 1909 7 56.25 
*Mrs. Almira W. Brown..A IQII 50 21.75 
Henry E. Button....... B IgII 61 75.00 
Miss Mary E. Button....B IgI2 5 19.50 
Mary W. Doyle... ... 60 B IgI2_ SI 33.00 
tes MR iis girs a5 Gusicceiom A 1914 58 26.25 
fMiss Janie F. Jones.....A IQI4 2 57.37 
Mrs. W. H. Berry...... B 1916 661 31.31 
Mrs. W; ©... Petty.....5..J A 1917. 62 32.37 
+E. Hi. Geasty, Cofd...... B IQII 5 19.63 
Ernest Lovell, Col’d....A IQII 51 17.25 
E. H.. Grasty,. Col’d...... B 1912 67 20.25 
P. H. Alexander, Col’d..B 1915 63 19.50 
7Miss Ella G. Fields, Col’dA 1916 =. 46 19.50 
R. B. Thompson, Col'd..B 1917 62 21.7 
CUMBERLAND COUNTY 
10. F. BROW .cicca so skwens B 1908 76 30.63 
*Mrs. Sallie G. Clarke....A I9I0 8664 16.00 
*Mrs. M. T. Crawley....B 1910 = 65 22.73 
Mrs. Eliza B. Taylor....B10o% 1912 82 7.75 
Miss Mary A. Womack..B I9I7 50 41.00 
Mrs. V. Wilson, Col’d..B 1916) =so5I 16.87 
DINWIDDIE COUNTY 
Sam’! G. Boisseau....... B 1908 = 45 21.88 
Mrs. Lula D. Epps......A 1917 ‘51 45.00 
Miss W. L. Ragsdale....B 1918 60 37.50 
Miss Ida R. Harris...... B 1918 59 20.25 
*Rich’d Mason, Col’d....B I9I2 66 12.50 
tBeverly J. Fletcher, Col’dB 1918 59 13.25 
ELIZABETH CITY COUNTY 
Miss C. W. Field, Col’d..B 1908 46 22.50 
John H. Robinson, Col’d.A 1917 62 35.02 
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SSEX COUNTY 


Name Class 
\liss M. W. Whitlock...B 
*\fiss Annie I. Gordon...A 
{iss Agnes Rowzie...... B 
*\fiss Susan M. Rowzie..A 
fiss Lizzie J. Rowzie...B 
\fiss Genevieve Gresham B 
ss Nina A. Hill, Col’d.B 
liss N. A. Coleman, Col’d A 

s Genevieve Gresham.B 


- 


IRFAX COUNTY 


Mrs. Mary S. Moffett....A 
\. T. Shirley, Col’d.... B 


FAUQUIER COUNTY 


Ls BB: BROW ckscnsen B 
*JTohn W. Shumate...... B 
Miss Rebecca Peake....B1o™% 
*S. Morgan Welch........ B 
C. W. Brooks............8 
E. E. Bdmowds. ......+.- B 
+Miss Beulah Baden BolerA 
W.. Of. Byte. cic ccs sc50ee 
P. W. Austin, Col’d...... B 
TE. TU. BORG, Ore. 5 owen B 


k: 

Edward T. Ford, Col’d..B 
J. H.. Wauser, Col’d..... B 
W. H. Brooks, Col’d.....B 
C. M. ‘Tytler, Cold. ......5 B 
Robert Em’t Miles, Col’d B 


FLOYD COUNTY 


ee a RS B 
Miss L. M. Evans....... A 
W. P. Lawrence......... B 
7\Miss Hester D. Lancaster B 
7G, W. BROTtR. << oecc cess B 


FLUVANNA COUNTY 
Miss Sallie A. Hughes...B 
Miss Mary S. Griffin....B 
Miss Ada C. Perkins....B 
*\fj Cora B. Perkins...B 
*Miss Emma D. Thomas..B 
Miss R. B. Cleveland....B 

6 ae. ae B 


FRANKLIN COUNTY 


H. DD: Cameaegy. ooo. cks es B 
*Miss M. Peck Hancock..A 
Mrs. E. D. Goode........1 A 
Miss L. L. Calloway..... B 
TMiss Mattie T. Wade....A 
Mrs. L. A. Thompson...A 
Miss Mattie B. Duncan..A 
B. F. Dpewte.....0s«s0 B 
*Miss Della R. Wright..A 
Mattie Menefee....A 
FREDERICK COUNTY 
John L, Herrell......... B 
3 Seer B 
ray We, TID iin nein a A1oy% 
Miss Alice L. Rinker....B 
Miss A. Belle Larrick...B 
\. VY. Throckmorton, Col. B 





Year 


A 


ge 
When Quarterly 


Retired Retired Pension 


1908 
1909 
1909 
1909 
1909 
1919 
1909 
1917 
1915 


1916 
1909 


1909 
1909 
I9IO 
I9IO 
1913 
1913 
IQI5 
IQI7 
1913 
1914 
IgI5 
IQIt5 
1916 
1916 
I9gI9Q 


IQII 
1914 
IQI5 
1916 
1918 


1908 
1909 
1909 
1909 
1909 
1910 
IQII 


1909 
1909 
IgIO 
IgI0 
IQI4 
1914 
IQI5 
1917 
1917 
1918 


1909 
1909 
1910 
1919 
IQIQ 
1909 


69 
62 
59 
69 
52 
55 
50 
45 


52 


57 
46 


49 
39 
54 
45 
46 
49 
45 
44 


61 
49 


64 


57 
48 


26.25 
35.00 
35-00 
18.75 
26.25 
35.00 
15.63 
22.50 
35.00 


100.00 
27.56 


90.00 
26.25 
13.63 
33-50 
29.56 
61.30 
30.00 
22.81 
24.00 
23.25 
24.00 
21.85 
19.37 
23.12 
21.00 


17.63 
43-00 
19.37 
20.87 
23.88 


Neb 
CIAK NO 
unNI Uw 
Coummomeon 


= W& to 
wns bo 


to 
CRS 
©OnwW 
wun 


td bd 


30.63 
75-00 
12.25 
37-40 
37-40 
22.50 


* 


GILES COUNTY 


Name Class 
es ke io eed A 
V, KR. Porterfield......... B 
jonn C.. Feemen.......... A 
rreary ©. Tueker.....<...A 
eS eee A 


GLOUCESTER COUNTY 
Miss Georgia W. Sinclair B 


Miss Fannie L. Wiatt...A1o% 
Tone . BEMe.. <.. 6.00% B 
Miss Mary [Kate Leavitt B 


+ 


*y]. 


Miss A. J} Thornton..... B 
Miss Lila W. Jones...... A 
J. S. Fauntleroy, Col’d..A 


GOOCHLAND COUNTY 


Miss Ida A. Lacy....... B 
W. H. Bowles.......... B 
A a ree B 
Miss Ada Trice........./ A 
Mrs. E. E. H. London...A 
Mrs. Mary E. Lacy...... B 


GRAYSON COUNTY 


ee ee B 
Robert 1. Cornett........ B 
a a B 
Fielden H. Wysong......B 
a B 
Se ie ee re Bio% 
i oS meee A 
ee | \ 


GREENE COUNTY 


George W. Shelton...... B 
Mrs. H. M. Shelton...... B 
Miss Alice W. Jennings.A 


GREENESVILLE COUNTY 
J. H. Hamlin, Col’d...... Bio’% 


HALIFAX COUNTY 


Miss Bettie R. Lacy....... B 
BE. Jacrsten............ B 
Mrs. Mattie L. Epperson A 
Miss Nannie E. Taylor..B 


Roland D. Mason, Col'd..B 
A. 3. Reid, Gat. .65.55 B 
Sam’l B. Colvin, Col’d...B 
S. E. Ragland, Col’d..... B 


Miss Anna A. Hayes....B 


HANOVER COUNTY 


Miss Mary V. Brown...A 
Mrs. Mary C. Gathright..A 
Mrs. Hugh W. Jones....B 
Miss Mag D. Jones.....A10oY% 
Miss Mary Lacy Vaiden.B 
Miss Lizzie Terrell......: A 


HENRICO COUNTY 


Miss Mattie C. Hanes....B 
Miss Emma G. Winfree..A 





Year 


97 


Age 
When Quarterly 


Retired Retired Pension 


1908 
1909 
1910 
1918 
IQIQ 


1909 
1910 
IQII 
IgI2 
1912 
1913 
1914 


1908 
1909 
1909 
1914 
IQI7 
1910 


1908 
1909 
1909 
1909 
1910 
IQIO 
IQI2 
1913 


IQII 
1913 
1917 


1910 


I1g0Q 
IQIO 
1914 
I9I5 
1909 
IQI4 
1916 
1917 
1919 


1909 
1909 
1909 
IgIO 
1QI7 
1919 


1909 
1919 


67 45.00 
43 30.00 
58 20.13 
67 31.50 
71 44-75 
59 22.50 
5 12.97 
68 32.75 
59 ~—s_- 29.48 
07 25.25 
60 19.12 
53 19.12 
49 30.00 
60 14.06 
51 26.25 
42 30.62 
50 22.50 
51 14.25 
53 19.37 
47 18.75 
72 22.50 
54 18.75 
68 16.19 
60 7.81 
50 17.85 
47 17.18 
63 41.18 
6 35.00 
52 42.75 
66 8.59 
52 30.00 
63 30.38 
44 25.62 
66 35.62 
52 22.50 
5 16.37 
64 15.62. 
5 19.31 
50 41.00 
50 18.75 
63 26.25 
49 26.25 
65 11.63 
5! 41.75 
50 50.06 
49 56.25 
61 76.62 
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HENRY COUNTY Age LUNENBURG COUNTY Age 
Year When Quarterly Year When Quarterly 
Name Class Retired Retired Pension Name Class Retired Retired Pension 

Mrs. J. W. Booker......A 190952 30.00 Mrs. S. Fanny Jones....A 1910 664 
Mrs. Adelie L. Dillard...B 1909 64 25.00 *Mrs. Gabriella Passmore B 1914 67 
Miss J. P. A. Hill wo 1909 ©6«68 24.01 Mrs. H. L. Shelburne...A1o% 1915 78 
‘T. A. Walker ye 3 TOI4, 59 34.75 Miss Virginia Hamlin....B I9Ig 74 
L. F. Flood : .B 1916 =—58 30.00 

Miss K. M. Mosby B 1919 57 80.00 MADISON COUNTY 

HIGHLAND COUNTY M. F. Fricks............A 1908 
*N. B. Woods... ee 1908 62 30.00 *John A. Melody......... B 1908 

H. H. Ervine... eer 1909 = 48 31.25 Miss K. S. Tysinger..... B 1909 
Wilmot Stratley eee. °: 1909 50 26.25 ee Dh MeNee cn 5c kee B IQI5 
Miss Ida ©. Lillard......A IQI5 

ISLE OF WIGHT COUNTY se ME. Smith....... A a 
Miss Sarah E. Johnson..B IQIS 55 45.10 Miss Betty J. Berry......A 1917 

KING AND QUEEN COUNTY en 

Miss Eunice B. Savage..A I9QIO = 45 21.75 MATHEWS COUNTY 

Miss Louise Gay Walden A 1916) 55 24.00 Miss Eunice L. Soler....A 1916 

W. V. S. Williams, Col’d A 1919 4 21.44 Mrs. Mary L. Raft......; B 1917 

KING GEORGE COUNTY Pate Pee -OUNTY 
*B. F. Price..............B 1909 67.~— (26.25 MECKLENBURG COUNT 

J. B. PRrees...<... 6 ae 1909 69 26.25 Miss L. H. Colley... ...... B 

R. Walter Coakley.......B I9QIO 59 26.25 Mrs. Lillian Simmons....A 

William J. Rogers.......B 1914 68 26.69 *Peter K. Williams, Col’d B 

Daniel Dunlap, Col’d....B 1908 5 20.32 Geo. L. Skipwith, Col’d..B 

I. H. Whittle, Col’d...... B 

KING WILLIAM COUNTY ati, Rede  Seaitcen & 

Vv. R. Camobell..........8 1908 58 29.82 Miss Lucy W. Haskins..A 

Mrs. K. R. Richardson..A 1910 = 556 39.38 . 
*Beverly Allen, Col’d..... B 1918 =658 45.92 MIDDLESEX COUNTY 

LANCASTER COUNTY F. W. Scott.... .A 


Mrs. F. T. Hathaway....A1o%Z 1915 75 13.00 Miss Ada M. Walker....B 
LEE COUNTY Miss Olive A. Bristow..B 


Peter Marcum ..........A 1917. 49 54.80 MONTGOMERY COUNTY 
LOUDOUN COUNTY Martin L. Harless....... B 
*George W. Anderson....B 1908 65 40.00 BE. H. Bowver........... B 
*Miss Elizabeth K. Lewis B 1908 62 40.50 Miss Alice Taylor....... B 
Miss M. F. Hetafer......B 1909 64 3935 CC. R. Woolwine, Sr...... B 
Miss Mary E. Kidwell...B 1909 52 5500 *Pettics S. Parrish....... Bio% 
Chas. E. Skinner........B 1909 668 35.00 Mrs. Lillian W. Gilbert..A 
w), PB, BIAWORE Se cio. e e550 A 1910 67 56.00 Miss Lucy Horton......./ 
*Joshua C. Fletcher......B 1910~—s «68 47.00 
Miss Ida F. Dawson.....A IQI4 2 52.00 NANSEMOND COUNTY 
Bushrod W. Murray......B I9QI9 57 35.35 


Miss Mary J. Hare...... B 
LOUISA COUNTY 


*Mrs. Belle A. Harden....B 1908 658 13.75 NELSON COUNTY 
e's 1908 72-1503 Miss F. M. Whitehead..B 
Ag 2 chee a Re lly — 2 3/75 = Mrs. B. B. Daniel...... B 
Miss Mildred I. Gardner B 1909 = 66 26.25 Mise Sallie S. Fitzceraid B 
A. N. Perkins...........B 1909 «65 35.00 *Tho ves | 5 — B 
+Miss Mary S. Sanders....B 1909 42 26.25 a Hudson...... i 
Miss Willie A. Talley....B 1909 «58 38.13 shire “Vireinin B. Blair. .B /2 
Mrs. C. M. Walsh.......B 1909 62 «14.38 Ge We oad eae 
Mrs. Kate J. Dabney....A 1910 (71 15.50 Sie NW Gault Leena BR 
Mrs. Emma C. Quarles..A 1910) = 558 10.53 i oe Cc Cl: em eee toces A 
R. B. Winston..........J \ 1910 68 25.50 ee ee en oe ea ee 
Miss Bs P. Cocke... 2.0.4 1913. 72 19.37 aan ae oe 
Mrs. Nora C. Woody.....A 1913. 45 =. 24.85 NEW KENT COUNTY 
C. R. Bagby cree eee ee A 1914 60 18.87 R. A. Patterson........- B 
Mrs. Albert Perkins......B 1914 55 24.00 *A  H. Cumber, Col’d....B 
Miss Mattie Proffit...... B 1915 50 25.81 D. S. Patterson........-4 A 
Miss Lucy B. Kean...... B I9I5 62 23.45 
Miss Clothilda I. Duggins A 1916345 34.31 pie aa ge ee eA 
“Miss Victoria MecCoy....A 1916 41 6312 NORFOLK COUNTY 
*Mrs. Fannie S. Perkins..A 1916 852 9.90 Miss Annie B. Lee beate a B 
Miss Fannie J. Jones....A 1918 48 22.50 *Mrs. S. Meg Wilson....A 
Chatles 7. Jackson....... B 1919 658 27.38 Miss Ella D. Bidgood....A 
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NOTTOWAY COUNTY 


Age 
When Quarterly 


Retired Retired Pension 


Year 
nd Name Class 
Be ‘ Miss Sallie J. Kerr....../ A 1909 
J. Miss E. Rebecca Shore..A IQII 
81 Miss Kate L. Moore....A 1914 
ys Miss Sallie H. Fitzgerald A IQI5 
= 4 Griffin E. Oliver, Col’d..B 1908 
ORANGE COUNTY 
a Mrs. Sallie A. Beazley...B 1909 
_— OW; 3 SOE ww kde wee B 1909 
ty Mrs. Nellie Sizer......... B 1909 
te Miss Annie P. Scott....A 1909 
eo s +Miss M. Elizabeth Row..A 1910 
5 cb Thomas S. Cobbs........ B I9gIO 
9 S *Towles Terrill .......... B 1910 
|; Ws Es oe patiowieeee A 1913 
Mrs. R. L. C. Cooper....A 1916 
— *George H. Taylor, Col’d A I9IO 
pe’ Mrs. Sara A. Reid........ B I1gI2 
19:2 *James Elkins, Col’d..... B 1913 
Miss P. F. Brown, Col’d A 1919 
29.15 PAGE COUNTY 
ret *John W. Keyser........ B 1909 
ap Mrs. Mittie,E. Rucker....B I9IO 
52 RR *Miss Mary Jane Davis..B IQII 
24.80 John: Su" Beater isc: < sie B 1gi2 
2 C. W. Bayete =. nisccn coud A 1913 
att John D. Bradley........ B 1915 
Mrs. F. F. Arrington, Col.A IQII 
26.25 PATRICK COUNTY 
a 1. BP. Cem. oscccacces B 1909 
esi a a i ene A 1910 
Miss Pattie J. Ross..... A 1918 
Mrs. Lula H. Tatum....B 1918 
20,00 Mrs. M. F. Sanford......A 1918 
30.63 
65.00 PITTSYLVANIA COUNTY 
ye Charles W. Venable.....B 1908 
22.00 Miss Lucy A. Still....... B 1909 
ai Miss Mattie Gardner..../ A IQI4 
eee ‘joseph Hi. Crewe... .. B 1914 
Miss Emma Carter...... B IQI7 
Mrs. Cath. Saunders, Col.B 1919 
40.70 
POWHATAN COUNTY 
}, L. Adame, Coel'd........ B 1919 
24.75 
21.28 PRINCE EDWARD COUNTY 
oe *Thomas W. Crawley....B 1909 
Be Miss Fannie S. Walker..B 1915 
he C. H. McDaniel......... B 1914 
25.35 
26.25 PRINCE GEORGE COUNTY 
10.4) Mrs. R. A. Jones, Col’d...A 1915 
PRINCE WILLIAM COUNTY 
ie a8 Miss Lou Ashford....... B 1909 
a1 Sliss S. E. Johnson..... B 1913 
RAPPAHANNOCK COUNTY 
oh 9 bhn A. Walter......... B 1909 
aa Miss Annie A. Wood....B 1915 
Mm Miss Annie M. Elkins....A 1919 





62 
54 
69% 
58 
59 


53 


53 
53 
48 
54 


63 
= 

40 
62 
57 
5I 


63 


63 
54 
61 


40 


56.25 
41.00 
46.12 
52.40 
24.07 


21.88 
21.88 
22.50 
57-03 
36.63 
29.40 
22.88 
18.35 
15.62 
14.00 
17.50 
18.75 
24.75 


18.00 
16.06 
40.50 
22.00 
64.00 
24.12 
26.60 


18.75 
15.06 
23-75 
24.37 
64.00 


56.25 
31.88 
23.00 
82.82 
33-95 
16.25 


24.00 


61.25 
59.62 
23.06 


RICHMOND COUNTY 


Name Class 
Thomas W. Oldham..... B 
J. A. Terner, Col’d...... B 


ROANOKE COUNTY 


ae ac B 
Miss Annie W. Walker..A 
Miss S. J. Henderson, Col.A 


ROCKBRIDGE COUNTY 


*Miss Sallie I. Withrow..B 
Mrs. E. P. Snider...... B 
Mrs. Annie R. Stuart....B 
J. L.. BeQmeqeee......656d A 
*John F. Kirkpatrick..... B 
oe a A 
Miss M. Ella Moore....A 
Mrs. W. A. Rhoades..... A 
Miss Minta Hardin....../ A 
Miss Kate E. Wills..... A 
Miss Octavia Kelly...... B 
Rice Lewis, Col’d.......A 


ROCKINGHAM COUNTY 
+Mrs. Nannie V. Myers..A 


a eo ee B 
Tiohn HW. Ritchie: ........J A 
i NS SHOES oo wisice cess <4 A 
WW. i. Boewere:......<6.<J A 
I. MUCURON.. «6. 65.56 0 B 
Jona W.. Taylor......... B 
W. G. Wahtem..:.......550 A 
ee |. er B 
Joon H. Ritchie.........J A 
Geo. A. Newman, Col’d B 
J. A. Jenkins, Col’d..... Bio’% 
a Sees A 
john L.. Shepard........ B 
Robert E. Wolfe........ B 
ee, FP. Cape... sacs cd A 
| a ee ee ae B 


SCOTT COUNTY 


| eS ae A 
| a Oe eee A 
| ee rere B 
Peter N. Wolfe..........4 A 


SHENANDOAH COUNTY 


*Erasmus Painter......... B 
*Jiohn L. Schaeffer....... B 
a oe eee B 
Perry Taipler........%.% B 
SS Mt Me etna Scere hase B 
+Mrs. Bessie H. Wiseman B 
J. Milton Zirkle.........B 
Miss Lucile Hottel....../ A 
Miss Mollie B. Lantz....B 
Abraham Dodson.......: A 
Frank D. Jennings....... B 
Fenton N. Miller........ B 
J. Monroe Hottel........A 





Year 
Retired 
1914 

IQI4 


1908 
1909 
1918 


1908 
1909 
1909 
IgIO 
1910 
1910 
IQII 
1913 
IQIS 
1917 
1916 
1916 


1909 
1910 
1912 
1912 
1914 
1914 
1914 
IQI5 
1915 
1915 
1909 
1910 
1919 
1909 
1909 
1910 
IQI5 


1908 
1909 
1913 
IgIQ 


1908 
1908 
1909 
1909 
1909 
1909 
19go0Q 
1910 
Igi2 
1913 
1913 
1914 
1916 


Age 


99 


When Quarterly 
Retired Pension 


68 
61 


45 


46 


OA oovr 


NAN Durin uv 
= WH 


49 
62 


SI 





22.50 
17.50 


bw 
—uIw 
aN NI 
woo 


100 


SMYTH COUNTY 


Name Class 


*Peter J. Snider B 
Miss Mattie E. Scott e 

R.° S. DeBusk B 
Miss Jennie Horne.. B 
SPOTTSYLVANIA COUNTY 


Mrs. Cornelia Thompkins B 
*Miss Mary D. Bowman.B 
Mrs. Lillie B. Gayle....B 


STAFFORD COUNTY 


+Miss Mattie Goodwin...A 
W. B. Lynn... .. Alo% 
SUSSEX COUNTY 
Mrs. Ella Harrison......B 
*Mrs. S. V. Watkins.....B 
Miss Annie E. Hood A1ol% 
Miss Emily F. King....B 


Miss Elizabeth D. Graves A 
Rev. J. E. Hampton, Col. B 


SURRY COUNTY 


Mrs. Maria S. George, Col.B 


TAZEWELL COUNTY 


(oe ee 
G. P. McMullin.... 6B 
*Miss L. T. Coulling....A 
J. B. Warren, Col’d.....B 
WARREN COUNTY 
5 ee a | B 
Miss Kate E. Weaver...B 
Miss Attie R. Miller....A 


+Mrs. Maria J. Baker, Col. B 


WASHINGTON COUNTY 


*Miss Mary E. Preston..A 
+Miss Mollie E. McFadden B 

de iv. Robinson B 

J. M. Buckles.. ee 
*\W. H. Stockton ro 1O ae 
W. L. Cunningham.....A 
*Isaac Baker ............B10! 
Mrs. Mary P. Buchanan.A 
OB SOGOU tiesiecnieecd 


Samuel B. Colley ae 
B 


Mrs. Fannie E. Tolbert. .I 


*Mrs. Rachel Minnick....A 
+Rev. A. J. Brown, Col’d.A 
C.. &. Ceenes..... ere. 


Year 


Retired 


1909 
IQII 

1918 
1919 


I9gIO 
IgIO 
I9QIQ 


1910 
1910 


1908 
1909 
IQI5 
1916 
1918 
1919 


1919 


1908 
IgI2 
1916 
IgI2 


IQgIO 
IQI5 
IQI7 
I9I5 


1908 
1909 

1909 

IQIO 
IQIO 
1910 
I9gIO 
IQII 
1914 
IQI5 
1917 
1918 
1918 
TQIQ 


Age 
When Quarterly 
Retired Pension 


54 
52 
59 
54 


An ut 
bt ty © 


53 


66 


70 


J 


61 


46 


5I 


Cow NE 


On kN UII 
_ 


63 
62 
50 
54 
65 
60 
48 


20.25 
18.70 
60.13 
40.00 


16.25 
26.26 
A4I.12 


21.30 
13.88 


35.00 


7.81 
30.30 
34.30 
19.19 


& oo 


WwuwW 
wD 

bo wBHON 
mui 


Wd tb Www 
NO W lv 


oo. Xz 00 
mn owmr 
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WESTMORELAND COUNTY 


Name Class 

Mes. 1: J... Mag: 0.64.06 ict 
whames. €.. TPA. css sce ax B 
Mes: L. V. Atwill.....0<4 A. 
Miss Lizzie C. Baker...A 
*George M. King..... A 


Mrs. Minnie E. Shipley..A 
A. T. Johnson, Col’d....B 
Miss V. R. Johnson, Col. A 


WISE COUNTY 


ee ee, ere 

gs: ee: Oe =: Seeger Bio 
Re A, RS oes cin cae 
Oliver Houston.........B 


WYTHE COUNTY 


Miss M. P. 
i ks 


MeNutt........ A 
Hollandsworth....B 


ALEXANDRIA CITY 


Miss Alice E. Thomas..A 
Miss V.. A. Grigg....... B 
Miss Alberta V. Sisson..B 
*Miss Reubie L. Broaddus A 
*Theodore H. Ficklin....B 
John F. Parker, Col’d...B 
Miss Bessie K. Spriggs..B 


CLIFTON FORGE 
Miss Mary A. SandersonA 


DANVILLE 


Mrs. Jas. D. Crews......B 
Miss Lula G. Auld......A 
Miss Kate Flynn........B 
*Mrs. A. L. I. Davis, Col..A 


FREDERICKSBURG 


Miss Kate J Mander....B 


LYNCHBURG CITY 

Miss Mollie B. Lowry..B 
Miss Belle H. Burton...B 
*Mrs. Hennie C. Healy...A 
Thomas C. Milier....... B 
Mrs. Nannie S. DeWitt.A 
Miss Sallie D. Royall...A 
Mrs. A. E. P. Pride, Col. A 
Mrs. A. T. Morris, Col...B 
Miss Nannie I. Foster...B 
Mrs. A. W. Vassar, Col. B 


NEWPORT NEWS 


Miss Linda Cogbill..... A 
James L.. Hill, Col'd..... A 


Year 


1909 
1909 
1910 
1910 
IQII 
I9I9 
1914 
IQI7 


1908 
IQII 
IQII 
I9I9 


1908 
1914 


IQII 
1913 
1913 
1916 
I9IQ 
IQI7 
I9IQ 


IQIO 


1909 
1913 
1918 
1909 


IQII 


1909 
1909 
I9IO 
IgIO 
1912 
IgI2 
IQII 

IQI5 
1919 
I9I9 


1917 
IgI0 


Age 
When Quarter, 
Retired Retired Pension 


61 
64 
43 
60 
65 
48 
58 
55 


62 
60 


62 


61 


61 
69 
59 


r 


o 


50 


49 


45 
44 


40 


53 


15.63 
22.50 
28.00 
26.63 
21.37 


27.50 


15.93 ° 


18.75 


112.50 
13.12 
50.39 
30.25 


51.25 
75.00 
68.75 
73-75 
125.00 
100.00 
58.75 


23.56 


31.75 
73.87 
103.00 
40.02 


25.00 
75.06 


83.75 


23 50 
76 02 
36,25 
18.5 
45.50 
59.03 
80.88 


84.06 


29.13 





#\F 
*H 
M. 
Mi 
Mi 
Mi 
Mi 
Mi 
Mr 


Mis 
Mrs 
Mis 
Mis 
Mis. 
Mis: 
*Mrs 
Miss 


*Mrs. 
Mrs. 


Miss 
*Geo 
‘Miss. 
Miss 
Miss 
R. W 
, ©: 
Miss 
Miss 
*Miss 
Miss } 
*Stephe 
Miss , 
Mrs, } 
*Miss 
Mrs, J 
Miss F 
*Margar 
Miss F 
*Elihu 
Miss I 





R- 
00 


$0.08 


NORFOLK 

Name Class 
rs. Susan Clark........ A 
irs. Jane R. Byrd....... AIo 
\irs. Mary E. Hodges..B 


ee . 
Iss 
rs. 

rf 
7 L1Sss 
S 

‘ 
liss 
1\f . 
\L1SS 
A eS nes 
11SS 
rs. 


\liss 
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eo eee B 
Mary S. Hughes...B 


Lucy F. Graves....B1o% 
rs. Mary W. Sylvester B 


Eliza T. Tebault..B 
Margaret F. Dey..A 
Florence Garner...A 
Ella S. Winston...A 
Mary C. Tebault..B 


Richard A. Tucker, Col. B 


PETERSBURG 
\liss Maude F. Brackett A 
*Miss J. A. Strachan... ..... B 


*Hester P. 


+o 
11SS 


Miss 


Merritt...... B 
Louise E. Peebles.B 
Maggie S. Hite....A 


Miss Sallie G. Robertson B 
Mrs: J. 2 SMte.....0.<6 B 


Miss 
Miss 
Miss 


Bettie O. Sweeney.B 
Mollie Rives...... B 
Annie R. Baugh...A 


Mrs. E. M. Jackson, Col. B 


PORTSMOUTH 


Miss 


M. W. Richardson. 


B 
Mrs. 5. RR. BRGR. .s.<c0ses A 


Miss 
Miss 


Harriet L. Lash...A 
Sallie E. Morris...A 


Miss L. T. S. Woodhouse B 


Miss 
*Mrs. 


Mary J. Morris....B 
W. H. McFarland.A 


Miss Julia M. Ridley....A 


RADFORD CITY 


*Mrs. W. H. McFarland..A 


Mrs. 


Ida V. Stone...... B 


RICHMOND CITY 


Miss Ella M. Garnett...B 
Miss Ida. I. Hail... 653 A 
“George KR. PaCBesccwes ax B 
*\Miss Virginia Sutton....B 


Miss Isabel R. Woodson B 
Miss Mary A. ‘pepe 


\ 


*S q 


Miss Alice G. Owens...A10o% 


Miss 


*Miss Emily J. Hatchett. Bro 
Miss Martha L. W. Jones B1o% 
‘Stephen T. Pendleton...B1o% 


Miss 


« PIOULHOY ....60 00. 
POTRIING 6 i605 400 65% B 


Cora EMOtt..: ...0. B 


Annie E. Granger.A 


Mrs. H. H. Richardson..B 


*Miss 


Lizzie Archer..... B 


Mrs. Nettie M. Pollard..A 


Miss Emily M. Snyder..B 
*Margaret E. Colin....... B 
Miss Fanny M. B. French B 
*Elihu Morrisette........ B 
Miss Lillie Smith....... B 


Year 


I9IO 
1910 
1910 
1910 
IQII 
1gI2 
IgI2 
1914 
IQI5 
IQI5 
1915 
1919 
1919 


1908 
1909 
1909 
IQII 
1916 
1916 
1917 
IQI7 
1918 
I9QI9Q 
1919 


1910 
IQII 
IQII 
IQII 
IQII 
1gI2 
IgI0 
1919 


1910 
IQI9 


1908 
1908 
1908 
1908 
1908 
1909 
1909 
1909 
1910 
1910 
1910 
I9IO 
1910 
IQII 
IQII 
1912 
1912 
1912 
1913 
1913 
1913 
1913 





Age 
When Quarterly 
Retired Retired Pension 


70 
69 
70 
52 
67 
75 
50 
67 
70 
54 
60 
68 
69 


59 


83.13 
40.63 
81.88 
81.88 
83.12 
13.12 
83.12 
g1.62 
75.62 
100.00 
125.00 
103.75 
125.00 


56.25 
61.88 
30.00 
52.87 
73-50 
100.00 
112.50 
76.50 
111.85 
107.25 
53-69 


73-75 
32.90 
75-00 
81.25 
81.25 
71.87 
27.06 
41.81 


NO 
ovr 


oe) 
eon 


73-13 
42.75 
125.00 
73-13 
73-13 
90.00 
125.00 
125.00 
30.94 
70.00 
31.63 
25.60 
84.74 
77-87 
77:87 
75.18 
75.18 
78.75 
83.62 
73-93 
125.00 
73.12 


IOI 


Age 


Year When Quarterly 


Name Class Retired Retired Pension 
Miss E. R. C. Shelton...Bio'%%Z 1915 64 28.12 
Miss Marion D. DuVal..A 1915 44 64.14 
Miss F. M. Bronaugh....A 1915 66 52.28 
*Miss M. A; Sale........ A IQIS 57 28.12 
Fanme Slake............ B IQI5 54 85.31 
*Miss Florence Bloomberg A 1916) 45 125.00 
Miss Sallie A. Wilkinson B 1916 = 65 86.28 
Miss R. A. Lyon........ B 1916 59 100.00 
Miss Nora Shepperson...B 1916 SI 88.69 
Miss Margaret L. Zircke A 1916 = 40 82.04 
Miss Emily D. Bosher..B IQI7,551_~—s« 101.25 
Miss Eloise H. New....A 1918 72 40.25 
Miss Willie B. Bowles..B 1918 51 ~=—-:113.63 
Miss M. C. Trice, Col’d. B 1908 490 61.88 
Miss N. J. Wynn, Col’d.B 1908 52 61.88 
Miss R. A. Brooks, Col’d A 1909 40 61.87 
Wm. A. Mitchell, Col’d.A IQII 55 71.25 
Mrs. A. E. Blackwell, Col. A I9gI2 46 24.67 
W. H. Powell, Col’d....A1o% 1914 57 8.50 
Kate G. Randolph, Col’d B IQI5 50 65.62 
Miss Mary Jasper, Col’d B I9IQ_ SI 75.05, 

ROANOKE CITY 
tMiss Mary F. Stone....B 1908 50 90.00 
Mrs. R. M. Barnes...... B 1914. 55 64.12 
Miss Lila Griggs........ A 1916 = 43 73.12 
Miss Christine Walthall.A 1916 =. 49 67.50 
Mrs. F. O. Kidd, Col’d..A I9QI4 52 v.72 
*Miss V. E. Ross, Col’d..A 1918 648 16.00 
STAUNTON 
Miss Annie E. Elder....A 1908 46 50.63 
Miss Annie Fallow..... B IgI2. SI 97.42 
Mrs. Rosalie B. Whittle. A I9QI2. 51 54.00 
Miss Annie Mills....... B 1913. 59 69.07 
Miss Margaret Fallow..A 1913. 44 61.87 
7Miss S. C. Roller....... A IQI5 2 56.80 
James H. Becks, Col’d..B 1909 = 49 26.25 
*Mrs. S. C. Peters, Col’d.A 1909 39 37.13 
WILLIAMSBURG 
Miss,M, T. Greenhow, Cl. B 1917 48 32.50 
WINCHESTER 
*Miss Madie M. Bell.....z A 1910 52 46.25 
Mrs. Juliet A. McCaw...B 1910-63 63.75 
*Mrs. Anna A. Hobson..Bio'% 1910 71 31.25 
Edgar AVA0M.;...6...... B 1915 60 68.75 
Miss Sue K..Kemp..... B 1915 61 50.00 
John H. Quiet, Col’d....B 1914 58 58.75 


* Dead. 
+ Retirement from list otherwise than death. 








FREE PAMPHLET TO PRINCIPALS 


TEACHERS 


AND 


Teachers and principals can secure free of charge 
a sixteen page pamphlet giving ten reasons for our 
entrance into the World War. This pamphlet in the 
hands of teachers and pupils will be of material help 
in presenting this subject. Write direct to the In- 
stitute for Public Service, 51 Chambers Street, New 
York City, for a copy of this pamphlet. 
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Editorial 
The 1919 Educational Conference 


Particular significance attaches to the Virginia 
Educational Conference this fall. No meeting 
could be held last year owing to the ‘influenza 
epidemic and in consequence no opportunity was 
offered for the mutual help and encouragement 
among all educational forces which such great 
meetings inspire. A unifying stimulus and in- 
spiration are necessary in order to obtain the best 
results, and the meeting this year promises to 
furnish these to a marked degree. 

The conference at this time is especially im- 
portant in view of the fact that the Assembly of 
Virginia will meet in January, to which will be 
recommended a constructive program for the de- 
velopment of the public schools. No Assembly 
has ever been called upon to enact more important 
school legislation than will be presented to the 


Legislature of 1920. Constitutional amendments 


and laws will be proposed which will mean noth- 
ing less than the complete reorganization of our 
school system and the provision of funds sufh- 
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cient to encourage and maintain a high grade of 
instruction in every section of the State. The 
Educational Conference represents thousands of 
teachers, patrons and taxpayers and hundreds of 
school officials. Their united and well considered 
thought must have very great weight in deter- 
mining the policies and plans for the improve- 
ment of the schools. 

The opening of the schools this fall has been 
marked by unusual interest and enthusiasm all 
over the State. In spite of many handicaps teach- 
ers and school officials seem determined to make 
this the best school year Virginia has ever had. 
A fitting climax to this interest and zeal may be 
found in the great conference in November, when 
we will meet in a fine spirit of co-operation to 
recommend and urge those measures the inaugu- 
ration of which will make a new and happier era 
in our public school work. 

HARRIS HART, 
Superintendent of Public Instruction. 


The Profession of Teaching 


Over and over again the question is asked: 
“Why should I be a teacher? What’s in it?” 
If you have aptitude for teaching, if you love to 
train children, if you wish to see the youth grow 
into vigorous manhood or womanhood, if you 
feel that you desire to have a part in their 
growth, then the greatest field for vou is the 
It is true that the tangibie rewards 
Too often 


schoolroom. 
of teaching are not large. school 
boards have sought as teachers persons who do 
not plan to remain long in the werk, persons who 
will give only a part of their time to the school. 
Because of this policy the remuneration has been 
made small. Too often the tax payers are un- 
willing that boards of supervisors shall make 
proper provisions for the schools; too often the 
supervisors themselves, though urged by the tax 
payers to do so, are unwilling to make the proper 
appropriations; too often the community itself 
is unwilling to make any special donations for 
greatly needed equipment. But these things 
should not discourage us. We are just now 
entering upon the greatest era in the world’s 
history. The keynote of it all is going to be 
education. If we prepare ourselves to be 
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teachers, if we remain firmly fixed in our pur- 
pose, if we do good work, if we stimulate the 
community in which we live, if we show that 
ve are in reality worthy, then will come event- 
ually a recognition of the profession, not only 
in a tangible way, but as the most honorable 
profession that a man or woman can follow. Let 
us not lose heart, but let us work together in 
order that the profession may be fully recog- 
nized and that education may become universal. 
Our ideal is a noble one—that all people shall be 
educated; that all people shall be filled with a 
spirit of service; that all may be trained to be 
useful citizens. Why then remain in the teach- 
In order to help develop this 
ideal; in order that we may contribute our part 
to the development of this ideal. Teaching is 
truly the greatest of all callings. Let us then 
eo daily to our work with happy hearts, rejoic- 
ing that we have a great service to perform. 


ing profession? 


Smith-Towner Bill 


The National Education Association of the 
United States has for the last fifteen months 
been devoting a great portion of its energy to 
a bill in Congress known as the Smith-Towner 
Bill. This bill was introduced in the Senate by 
Senator Hoke Smith of Georgia, and in the 
House of Representatives by Congressman 
Towner of Iowa. The bill has two distinct 
(1) The creation of a Department 
of Education as a distinct department of govern- 
ment with a cabinet officer in charge. European 
countries have ministers of education, but in 
America we have never dignified education by 
having a department. (2) Federal aid to edu- 
cation. The proposition is that a hundred mil- 
lion dollars shall be apportioned annually, with 
the understanding that the States will give a like 
sum of money. Fifty millions of this fund will 
be used for instruction in the public schools, the 
States giving a like fifty millions for this purpose. 
This would mean that a hundred million dollars 
more annually would be spent for instruction 
in the public schools, thus greatly increasing the 
salaries of teachers and extending the course of 
instruction. Thirty-five millions of ‘the ‘other 
appropriation will be used for the abolition of 
illiteracy, for Americanization, and for the pro- 


features: 


motion of health education; and fifteen millions 
will be used for teacher-training purposes, much 
of which will go to maintenance scholarships 
for teachers while in training as well as for in- 
struction. In other words, if this bill passes, 
the Federal government will do a wonderful 
work for the teaching profession and will make 
possible the placing of this profession upon a real 
permanent basis. It is to be hoped that the 
teachers in Virginia will write to their Congress- 
men for copies of this bill, and become thorough- 
ly posted regarding it. Help in the passage of 
the bill by Congress by urging your Congress- 
man to give his support to this bill. 





Science Club 











The Science Club of the Radford State Normal 
School at its meeting October 13th elected the following 
officers for 1919-20: 


President, Margaret Wygal. 

Vice-President, Ella Bishop. 

Recording Secretary, Opal Quesenbury. 
Corresponding Secretary, Emma Quesenbury. 
Treasurer, Eula Jennings. 


The aims of the Club are: The promotion of better 
science teaching in the rural schools and better organi- 
zation of the science course. The Club meets every two 
weeks, when reports are heard from other clubs and a 
short program rendered. 

OpaL QuESENBURY, 


Secretary. 





Every member of your senior class should have our 
card Graduates Who Succeed (five for 10 cents). Aids 
for teaching civics—Civic Lessons from War Facts, 10 
cents, and Unconditional Surrenfer Civics, 1 cents. For 
geography classes—How Latin America Affects our 
Daily Life, 10 cents. Supplementary Reader for sixth 
grade—Stories of Americans in the Great War, (0 cents. 
Write for list of Aids to Patriotic School Work, Insti- 
tute for Public Service, 51 Chambers Street, New York 
City. 





BUSINESS 


courses FREE 


We are giving free Demonstration Courses with a 
SELF-STARTER, enabling you to learn, at home as well 
as at college, Bookkeeping and Shorthand in half usual 
time. About 300,000 trained by our methods have 
accepted good positions. Business men indorse our 
methods. Clip and mail this notice to Draughon’s Col- 


lege, N-210, Nashville, Tenn. 
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The Department of School Hygiene 


By Mary Evelyn Brydon, M. D., Director Bureau Child Welfare and School Hygiene 
State Board of Health 





This department will be edited under the 
auspices of the State Board of Health and 
any question pertaining to sanitation of the 
school, personal or public health, or physical 
inspection will be gladly answered in these 
columns. For immediate reply enclose a 
stamped, self-addressed envelope. 











Physical Inspection 


Most of the Teachers’ Institutes which have 
been held to date have had the subject of physi- 
cal inspection of school children presented to 
them, and it is very gratifying to see the interest 
that is being shown. A number of the division 
superintendents have planned to have the inspec- 
tion take place immediately following the Insti- 
tute, and by the time this issue comes out many 
schools will already have been inspected. The 
regular day, November 3rd, which has been set 
aside by State Superintendent Harris Hart for 
this purpose, will, however, be observed as Phy- 
sical Inspection Day by a majority of the coun- 
ties. 


Follow-Up Work 


The follow-up work, where no county nurse is 
employed, will be done primarily by the teacher, 
first, in sending to the parents the notification 
blanks properly filled out, and second, in her 
regular visits to the pupils’ homes, by again call- 
ing the parents’ attention to such defects as have 
been observed, and urging that remedial meas- 
ures be taken promptly. 

Dental work for the school children has been 
planned by a few counties. In Warren County 
arrangements for a dental clinic for, school chil- 
dren are being made. The local dentists have 
willingly agreed to render their services on cer- 
tain fixed dates set aside for the clinic, and it is 
understood that the average cost per child will 
be in the neighborhood of fifty cents. This is 
a most valuable undertaking, and one that other 
counties would do well to emulate. 


It is hoped that the day is not far distant 
when dentists and nose and throat specialists 
will be employed by the State to care for the 
defects of teeth, nose and throat among its rural 
children. 


School Sanitation 


Diseases such as typhoid fever, dysentery, 
and other intestinal infections are 
widely prevalent in Virginia and each year cause 
thousands of cases of serious illness and the loss 
of hundreds of lives. Those who do not die are 
in many instances left in such a weakened and 
run-down condition that they can offer but slight 
resistance to other ailments, and are easy victims 
to a variety of diseases among which tuberculosis 
is perhaps the most common. 


hookworm 


The organisms which cause typhoid fever, 
dysentery and hookworm diseases are contained 
in the bowel discharges of those who are sick 
with these diseases, those who have recently re- 
covered from them, and also in a certain num- 
ber of persons who are apparently well and have 
never had these diseases. 

The ordinary open-in-back privy which allows 
its contents to be spread over a large part of the 
premises by animals, then carried to the loosely 
covered wells on the feet, or washed in by the 
rains, and which furnishes a playground and 
feeding place for myriads of flies which a few 
minutes later, with their feet and legs laden 
with filth, crawl over the food on the table, is 
the principal source of the filth-borne diseases 
Remedying these insanitary conditions so gen- 
erally present throughout the smaller towns and 
rural sections is a stupendous and costly under- 
taking, and lies very largely along educational 
lines. What can be more natural or logical than 
that this most important education in behalf of 
health and life and happiness should be given 
in the schools? Not only for the protection of 
the child should the toilet facilities at the schools 
be constructed and maintained in a sanitary man- 
ner, but still more for the educational value and 
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the development of a sense of cleanliness, de- 
cency and self protection. 

\ safe, or sanitary, privy is one which does 

t allow access to flies and which is so located 
nd constructed that its contents cannot pollute 
sources of drinking water. Any privy which 
loes not fulfill these requirements is a menace 

health, a disgrace to the school and a serious 
reflection upon the efficiency and qualifications 
f all school authorities who are in the slightest 
legree responsible for its existence. 

Just what can the teacher do about it? Make 
a report in writing to the town or county super- 
intendent of schools, describing the insanitary 
condition which exists and requesting immediate 
relief. If favorable action is not forthcoming 
within a reasonable period of time, write to the 
State Board of Health describing the situation 
and enclosing a copy of the letter already sent 
to the superintendent of schools. The insani- 
tary condition will then be remedied. 


Progress for the State-Wide 
Campaign for Prevention 
Influenza 


Since the State Board of Health and the Vir- 


paign for prevention of influenza on September 
22nd, work has gone forward steadily with the 
swing of the momentum that the combined 
forces of these two organizations are putting 
behind tt. 
\lready representatives of the two depart- 
ments have visited between forty and fifty coun- 
organizing the local forces and enlisting 
ery type.of local organization under the ban- 
er which proclaims the two simple fundamental 
tules emphasized on the State Board of Health 
Placard. Schools, Churches, Home 
Service Sections of the Red Cross, Women’s 
Chambers of Commerce, Farmers’ 


Influenza 


Clubs, 


Unions, Civic Leagues, are taking hold of the 
work and co-operating very sympathetically. 
The special poster and rhyme contest in- 
augurated by the State Tuberculosis Association 
is meeting with favor in the schools, and it is ex- 
pected that every school in Virginia will be work- 
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ing for the prizes offered for the best rhyme and 
the best poster illustrating the two rules. 

The special rules for the contest are printed 
again in this number of THe JouRNAL. 





= Special 
Contests 


The Virginia Tuberculosis 
Association 


Announces the following sets of prizes: 


FOR THE BEST RHYME illustrating 
the two rules on The State Board of Health 
Influenza Placard: 


First Prize of Fifteen Dollars 
Second Prize of Ten Dollars 
Third Prize of Five Dollars 


FOR THE BEST POSTER illustrating 
the two rules: 


First Prize of Fifteen Dollars 
Second Prize of Ten Dollars 
Third Prize of Five Dollars 


These two contests are open to any boy 
or girl in Virginia, under eighteen years 
of age. Special competition for the Pri- 
mary Grades, the Grammar Grades, and 
the High School. 


A PRIZE OF TWENTY-FIVE DOL- 


LARS is offered to any person in Virginia, 
over eighteen years of age, for THE BEST 
CARTOON OR POSTER illustrating the 
two rules. 


RULES FOR CONTEST 


1. Each contestant must write out full 
mame and address, (Post Office and 
County), and indicate to what grade in 
school he or she belongs. 

2. All entries must be received not later 
than December 1, 1919, at the offices of the 
Virginia Tuberculosis Association, 1110 
Capitol Street, Richmond. 


3. It is understood that all rhymes and 
posters submitted in the contest shall be 
considered as the property of the Virginia 
Tuberculosis Association and the State 
Board of Health. 
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Music in Rural Schools 
Florence C. Baird, Music Director, Radford State Normal 


| Please do not fail to cut out all of the pages 
in the VirGINtIA JOURNAL which pertain to music 
and bind them together. | 

If you expect to be in Richmond at the time 
of the Teachers’ Association, be sure to attend 
the session of the Music Section, November 26, 
from 4 to 6 P. M. 
You cannot afford to miss it. 


Special rural problems will 
be discussed. 
Watch the 
of “Sings,” then be early to secure a good seat. 
Help to fight tuberculosis by teaching the chil- 


programs for any announcement 


dren in your school-room to take long, natural 
breaths, standing erect—wnot stiff. fresh 
air in the room during every singing lesson, no 
may be. 


Have 


matter what the weather conditions 
Show the children how to inhale through the 
lips as if sucking in the breath, silently. This 
This is correct for 


completely inflates the lungs. 
It is the best aid to 


singing, not for athletics. 


health which you can give. : 


Six (or more) Musical Facts 

1. Each line and space of the Staff is called 
a “degree” and represents pitch, which means 
the highness or the lowness of a tone. 

2. In the last chapter we discovered the use of 
sharps and flats. We must also know how to 
place them. To arrange sharps on the staff ob- 
serve the following rule: The first sharp is 
placed on the fifth line, the next four degrees 
below (inclusive), the next five degrees above, 
and so on. The fifth sharp is placed on the 
second space in the staff instead of on the first 
line above the staff. Sharps are placed from left 
to right. The position of the last one to the 
right is called Ti, and the keynote “Do” is found 
on the next degree above “Ti.” 

3. To arrange flats on the staff observe the 
following rule: The first flat is placed on the 
third line, the next four degrees above (inclu- 
sive), the next five degrees below and so on. 
Flats are placed from left to right, the position 
of the last one to the right is called Fa. The 
keynote is found by counting the tones from Fa 
to Do. 

4. Added lines above and below the staff 
which are used to determine degrees of pitch 


above and below the staff are called “Leger 
Lines.” 

5. One of the essentials of music is rhythm. 
This is dependent to some extent on what is 
known as meter or measure. The measure sig- 
nature, which is placed next to the key signature 
on the staff, has two figures. The upper figure 
shows the number of counts to the measure; 
the lower figure shows the kind of note which 
receives one count. If the upper figure is two 
and the lower figure is four, it is understood 
that each measure has the equivalent of two 
quarter notes, that each measure has two counts 
and that one count is given to a quarter note 
or its equivalent. The first count in each meas- 
ure is accented, and it is the regular recurrence 
of accent which causes rhythm. 

6. (a) Measures on the staff are separated 
by bars. (b) Double bars denote completion. 
(c) Double bars accompanied by dots indicate 
a phrase to be repeated. (d) A dot placed after 
a note adds half value to the note. 

7. (a) A “Tie” is a curved mark connecting 
two or more notes on the same pitch into one 
sound. (b) The “Sustain” (a curved line with 
a dot) placed above a note, shows that the tone 
is to be held as long as expession demands. The 
sustain does not change the value of the note. 

8. Each note has a Rest which is its equivalent. 
The rest is used for punctuation and expression. 
The dot, tie and sustain have the same effect on 
a rest as ona note. The equivalent rest to each 
note is given below: 

Whole Rest= ame; Half Rest=.=; Quarter Rest- x: 
Eighth Rest= 7; Sixteenth Rest= 7; Thirty-second= 
Rest= 7; Sixty-fourth Rest= J; 

The song “Thanksgiving Bells” is appropriate 
for Rural Schools, One-Room Schools or sep- 
arate Grammar Grades. The key is G. If de- 
sired, ask one section to sing the verses, the 
other section to join in on the phrase “Ring 
bells, Ring.” Reverse sections for the second 
and‘third verses. Allow the boys to whistle the 
phrase, “Ring Bells, Ring.” 

To interest boys in the grade who do not sing 
well, or think that they cannot, ask a boy to tell 
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the story of the first Thanksgiving; another can 
sive some information in regard to which trees 
shed their leaves earliest, and which latest in 
the fall. Another can tell why the mill is busy 
in the fall and another can show how many 
days lie between Thanksgiving and Christmas. 
\sk the children to write—every day while learn- 
ing the song, one blessing which has been re- 
ceived. 

The song, “Spell Thanksgiving,” is appropri- 
ite for primary grades. The key is “E flat.” 

A child can represent each letter used in the 
A large letter cut from card- 
hoard can be displayed if desired. 


three verses. - 


Practically 


107 


all of the children in a room can be used in this 
way. Let the children cut 
from cardboard or paper. 


their own letters 
Use the words from 


this song for a spelling lesson. 


If you use the One Hundred and One Best 
Songs, published by the Cable Company of Chi- 
cago, you will find two very good songs for 
Thanksgiving songs, the one entitled “Thanks- 
giving Day,” being the best one from a point 
of sentiment, as well as from a musical stand- 
point, but both songs can be used and will prove 
the Beautiful” is also a 
splendid song to use at such a season. 


“America 


helpful. 




































































The Question Box 
The Principles of Teaching Practicalized 


Advisory Editor, Jos. E. Avent 
Professor of Education, State Normal School, East Radford,Va. 


1. How can I harmonize thoroughness in class work 
with agreeableness to pupils?—Emily Paxton. 

Answer: There is really no necessary discord between 
the two. In the long run pupils appreciate the teacher 
who requires them to do the work well. I used to an- 
nounce the very first day that we should have perfectly 
prepared lessons, not a word missed in the spelling or 
treading, not an example unworked in arithmetic, not a 
mistake in Latin, etc. I tried to use common sense and 


not give them what they could not do with the help 
available. If they, then, missed, they were given oppor- 
tunity later, sometimes, after school to catch up. This 
was not as a punishment but in order to keep the record 
perfect and not let the class get ahead in any way. 
This soon proved very agreeable, and thorough work 
was done all along. The pupils soon come to value the 
ideal of thoroughness. 
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Educational Notes and Announcements 





’ Resolutions Adopted by King 
William County Teachers’ 
Association 





Resolutions Passed by Albemarle 
County Teachers 











At a meeting of the King William County 
Teachers’ Association held at the County seat 
September 30th, 1919, the following resolutions 
were adopted: 


Resolved, First: That this Association approve of 
the present policies of the State Board of Educa- 
tion and these recent recommendations of the Sur- 
vey Staff to the Education Commission—the reor- 
ganization and simplification of the school adminis- 
tration of the State and the placing of the school 
system on a far more liberal financial basis; 


Second: That in every district, through local 


papers, farmefs’ institutes, community leagues, and 
all other suitable channels, the attention of the pub» 
lic be called to these three things: the shortage of 
teachers, the inadequacy of teachers’ salaries, and 
the consequent inadequacy of the instruction given 
in the schools; 


Third: That all resolutions pertaining to the 
above mentioned matters, that shall be adopted by 
any organization, be embodied in the form of peti- 
tions to the General Assembly to make ample pro- 
vision for the maintenance of the school system. 


Fourth: That this Association give its approval to 
the following resolution recently adopted by the 
State Board of Education: 


“Resolved, That if a teacher contracts by formal 
letter or written agreement to teach for a given 
session in one division of the State and without 
securing release therefrom undertakes to teach in 
another division, thus violating her contract, the 
certificate of said teacher shall not be validated by 
any superintendent, except of the division wherein 
her original contract was made.” 


Fifth: That a school board having made a definite 
contract, either oral or written, with a teacher, has 
no right to break that contract, without first taking 
up the matter with the teacher concerned; 


Sixth: That this Association go on record as 
approving unreservedly President Wilson’s policies 
as expressed in the Peace Treaty, including the 
League of Nations. 

Seventh: That these resolutions be included in 
the minutes of this session of the Association and 
a copy be sent to the State Department of Public 
Instruction. 


Whereas, the recent school survey has shown that 
in the education of her children, Virginia stands 
close to the bottom of the list of the states of the 
Union, and 

Whereas, we believe that in order to remedy this 
condition certain fundamental things are necessary, 
therefore, 

Be tt resolved, that we, the Teacher’s Association 
of Albemarle County, in session assembled, respect- 
fully petition the General Assembly of Virginia for 
such legislation as may be needed to improve our 
school system, and in particular, we would call 
attention to the following imperative needs: 

First, that the minimum school term of Virginia 
be 180 days. 

Second, that an adequate compulsory school law 
be enacted. ‘ 

Third, that better trained teachers be employed, 
and better compensation be given them; and since 
in order to meet these imperative needs additional 
funds will be required, we ask the General Assembly 
to provide such an amount as may be necessary, 
and we further ask that Sec. 136, Article 9, of the 
Constitution of Virginia be amended so that the 
counties of Virginia shall not be limited in provid- 
ing funds for their County Levy. 


Whereas, the cost of living has advanced in an 
unprecedented manner and in consequence the sal- 
aries of teachers, always pitifully small, are now 
wholly inadequate, and 

Whereas, no relief can be secured at present from 
the already exhausted county and district funds; 
therefore, 

Be it resolved, that we, the Teacher’s Association 
of Albemarle County, do hereby petition the Gen- 
eral Assembly of Virginia to appropriate a fund 
sufficient to meet this emergency and to insure a 
substantial increase in the teachers’ salaries for the 
present session. 

Be it further resolved, that a copy of this resolu- 
tion be sent to each of the representatives of Albe- 
marle in the General Assembly; to the Superintend- 
ent of Public Instruction; to the Vircinta JouRNAL 
or Epucation; and to the Charlottesville Progress. 

L. H. Watton 

S. H. CuNNINGHAM 

ForeENcE Burorp 
Committee. 
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Cumberland County Teachers’ 
Association 








On October the 4th, 1919, the teachers of Cumbeg- 
land met in the Cumberland High School with 
Supt. J. E. Rowe. Contracts were signed and the 
school work in ‘general was discussed. 

The County Teachers’ Association was reorganized, 
officers elected and delegates chosen for the confer- 
ence to be held this fall. 

Mr. C. W. Dickinson, Jr., who has served the 
county faithfully as superintendent for a period of 
ten years, has recently resigned. Supt. J. E. Rowe 
follows. 

Statistics, showing the great improvements in 
the county during Mr. Dickinson’s term of office, 
were read at the meeting. 

After the reading of the statistics resolutions were 
unanimously adopted endorsing Mr. Dickinson’s 
work while superintendent of Cumberland and 
Goochland Counties. 





Pulaski County Teachers Meet a 





Pulaski County schools opened with Teachers’ 
Institute August 28th and 29th in the auditorium 
of the Pulaski high school, with sixty-five teachers 
and a few visitors in attendance. 

On Friday morning the meeting was called to 
order by Division Superintendent E. L. Darst, and 
devotional exercises conducted by Rev. T. F. Opie, 
of the Episcopal church. ' 

The first speaker was Mr. E. B. Malcolmson, the 
assistant principal of the Pulaski school, who spoke 
on “Discipline.” He emphasized the importance of 
discipline and gave us some good ideas as to secur- 
ing it. 

The remainder of the morning was taken up 
with reorganizing the County Teachers’ Associa- 
tion. Mr. E. B. Malcolmson was chosen president, 
with Miss Elizabeth Jordan secretary and treasurer. 


Vice-presidents were elected from the four districts © 


as follows: Miss Hattie White, Dublin; Miss Lillian 
Smith, Pulaski; Mr. W. P. Tate, Newbern; Miss 
Miss Betty Covey, Hiawassie. 

A one hundred per cent membership was taken 
with dues raised from twenty-five to thirty cents. 
The County School Board has given the Vircin1a 
JourNAL oF Epucation to each teacher with the re- 
quest that she read it. 

The delegates chosen for the state meeting in 
Richmond are Miss Mary McCue, Miss Myra How- 
ard, Miss Hattie White and Miss Mabel Akers. 

The afternoon session was opened by Supt. Darst 
with his annual instructions on “How to Make Re- 
ports.” Then followed Mr. T. B. Fitzpatrick, a 
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former principal of the Pulaski school, and now 
connected with the Radford Normal. He spoke on 
“Tdeals.” 

Dr. Brydon, of the State Depertment of Public 
Health, was with us for this afternoon session and 
gave instructions on examining children for notice- 
able physical defects. 

On Saturday morning devotional exercises were 
conducted by Mr. W. P. Gresham, the new princi- 
pal of the Pulaski school. 

The first speaker on the program was Mr. J. H. 
Meek, the county farm demonstrator. He spoke 
on the Agriculture Club work in the schools. He 
told us what had been accomplished along that line 
and asked for the co-operation of the teachers this 
year. 

Miss Mary McCue was then called on for a talk 
on “Teaching Reading.” She has met with marked 
success in teaching this subject so gave us her 
plan of instruction. 

On Saturday afternoon we had the pleasure of 
having State Superintendent Harris Hart with us. 
He gave a very interesting talk on “The Educa- 
tional Problems Confronting Virginia.” He spoke 
of the need of new legislation to meet the present 
day problems and of the effort that would be made 
to bring these matters before the next General 
Assembly. 

The last speaker for the day was Mrs. Montague, 
who spoke on “Universal Democracy in the Public 
School.” 

This closed the program of the Institute. Schools 
were opened for work the following Monday. 





Farmville Normal School 





The enrollment of the Normal School proper has 
now reached six hundred and forty-four—this exceeds 
the total enrollment of any session since 1910, and the 
grades of the Training School are filled to overflowing. 

At a recent meeting of the Young Women’s Christian 
Association stereopticon views were shown showing 
the work of the Association both in its national and 
world’s work. This was a most interesting meeting, 
largely attended. 

On October 4th, Dr. W. F. Tidyman, Director of the 
Training School, made an address to the teachers of 
Appomattox County, at Appomattox. 

The opening number of the Entertainment Course 
for the session was a most delightful and instructive 
lecture by Hon. Montaville Flowers, of California, on 
“The Highway to Happiness.” More than five hundred 
of the students hold the season ticket for these enter- 
tainments and a splendid program has been arranged. 
The Glee Club has already begun work for the opera 
to be given by them in the Spring. 

Miss Nellie Layne, Editor-in-Chief of the school 
magazine, The Focus, did not return to school this ses- 
sion; the Assistant Editor-in-Chief, Miss Katherine 
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Stallard, of Fairfield, Kentucky, a member of the Third 
Year Professional Class, was promoted to the position 
of Editor-in-Chief, and the vacancy thus created is 
filled by Miss Helen Draper, of Charlottesville, Va., 
another member of the Third Year Professionals. 

At the time of the opening of the Jewish Relief Cam- 
paign, Miss Mary Woodruff, Y. W. C. A. Secretary sor 
the institution, made a strong presentation of tlie sub- 
ject to the students, with an appeal for their help in 
this most worthy cause. A canvass of the entire 
school will be made in the interests of this cam- 
paign. 

On October 11th, the students enjoyed a lecture from 
Dr. W. H. Leavel, a returned medical missionary, on the 
life, work, and needs in China. 

On October 15th the exercises at Chapel were con- 
ducted by Dr. Lichliter of Richmond, who is hold- 
ing a series of services at the Farmville Baptist 
Church. Dr. Lichliter also gave an interesting talk 
to the students. 

President Jarman attended the meeting of the Vir- 
ginia Normal School Board in Richmond. The school 
is glad to welcme Mr. Robert K. Brock, of Farmville, as 
the new Secretary-Auditor of this Board. 





Fredericksburg Normal School 











Fredericksburg Normal opened the session with the 
dormitories crowded to capacity and many prospective 
students on the waiting list. The usual receptions to 
new students and the faculty by the old students and 
the Y. W. C. A. were held in the auditorium, and inter- 
esting programs were enjoyed by all. 

The chapel service this year will be handled by various 
Student organizations under the direction of the faculty. 
By this means, it is hoped to give freshness and variety 
to the programs. The various ministers of the city have 
given acceptable talks to the students and bidden them 
welcome to the city. Miss Heller, of the State Y. W. 
C. A., was on the Hill for several days organizing the 
work, and gave a talk on the work of that organization 
in schools in this and other lands. 

The work of the Y. W. C. A. has started with re- 
newed vitality this year, and bids fair to do excellent 
work. The girls have made up corn shucking parties 
to earn money to promote its activities. 

One of the interesting features of the year is the 
furnishing of a faculty home in a beautiful residence 
on the Hill. The members of the faculty find much 
congeniality here and complete relaxation from the 
routine of school duties. 

The home life of the students this year will be handled 
jointly by a committee of the student government and 
the faculty. The students have taken up the work of 
student government with a seriousness of purpose which 
ought to prove helpful in promoting student welfare. 

Miss Mary Gammon. Field Secretary of the State 


Board of Health, spent several days here in consulta- 


tion looking to measures of preventing a further epi- 
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demic of influenza. Her suggestions are being closely 
followed. 

An arrangement has been made this year for seniors 
who are interested in rural problems to do their prac- 
tice teaching in rural schools of Spotsylvania County, 

here typical combined grades are taught. Miss Marie 
io a graduate of Fredericksburg Normal, is critic 
teacher of the Lee Hill School, of Spotsylvania. Various 
students will take up this work during the year, the 
school providing transportation to and from the school 
in the school car, so that there is no loss of time. 

President A. B. Chandler, Jr., spoke in Winchester 
last Friday evening before a citizen’s meeting, on the 
“Modern Spirit. in Education.” On Saturday morning 
he addressed the teachers of Frederick and Clarke 
counties on the “Value of Rural School Supervision.” 

Miss Lottie Roberts, the High School Supervisor, was 
a lecturer at the Bowling Green Teacher’s Institute the 
latter part of September. 








Harrisonburg Normal School 





The eleventh session of the State Normal School for 
Women, at Harrisonburg, has begun with an enrollment 
of over three hundred students, the largest in its his- 
tory. President Samuel P. Duke has succeeded Julian 
A. Burruss. 

Officers for the current year have been elected by the 
students in most classes. 


Decree CLAss. 


President, Dorothy Spooner, Danville. 
Vice-President, Dorothy Williams, Newport News. 
Secretary, Joe Warren, King George County. 
Treasurer, Carrie Bishop, Albemarle County. 
Sergeant-at-Arms, Pauline Miley, Rockbridge County. 


Post GRADUATE CLASS. 


President, Sallie Browne, Greene County. 
Vice-President, Elise Loewner, Harrisonburg. 
Secretary, Vergilia Sadler, Fluvanna County. 
Treasurer, Loudelle Potts, Loudoun County. 
Sergeant-at-Arms, Mary Lancaster, Norfolk. 


SENIOR CLAss. 


President, Sarah L. Wilson, Princess Anne County. 
Vice-President, Clara Lambert, McGaheysville. 
Secretary, Gertrude Bowler, Lynchburg. 

Treasurer, Louise Harwell, Norfolk. 

Business Manager, Hazel Haun, Woodstock. 
Sergeant-at-Arms, Penelope Morgan, Danville. 
Sergeant-at-Arms, Ethel Kaufman; Portsmouth. 


ATHLETIC ASSOCIATION. 


President, Nela S. Roark, Campbell County. 

Degree Class Representative, Merla Matthews, Alexan- 
dria. 

Post Graduate Class Representative, 
Greene County. 

Senior Class Representative, Ethel Kauffman, Ports- 
mouth. 


Ethel Parrot, 
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Y. W. C. A. 


President, LeLouise Edwards, Norfolk. 
Vice-President, May Williams, Sussex County. 
Secretary, Pauline Johnson, Clifton Forge. 
Treasurer, Margaret Bear, Churchville. 


STUDENT GOVERNMENT COUNCIL. 
President, Margaret Proctor, Charlotte County. 
Vice-President, Lucille McClung, Botetourt County. 
Secretary, Marion Marshall, Accomac County. 

In accordance with the recently announced policy of 
the Virginia Normal School Board, the Normal School, 
at Harrisonburg, is offering special courses in Home 
Economics. The Harrisonburg Normal School now con- 
fers the Bachelor of Science Degree following the com- 
pletion of a four year course of study. This course of 
study conforms to the requirements ‘of the Smith- 
Hughes Bill and relates particularly to the teaching of 
Home Economics. 

The enrollment in the Home Economics Department 
at Harrisonburg for the present year is in excess of 
seventy-five students. Observation and practice teach- 
ing facilities for these students have been arranged for 
with the County School Board, and student teachers 
have now begun to give instruction in special subjects, 
particularly Home Economics, in the schools at Elkton, 
McGaheysville, Bridgewater, Dayton, Broadway, and 
Timberville. An automobile has been purchased to pro- 
vide transportation of students to these various schools, 
all of which are located in Rockingham County. 

It will be seen that special efforts are being made this 
year to affiliate county schools with the Harrisonburg 
Normal School. 

In addition to Mrs. P. P. Moody, Mrs. C. B. Mc- 
Michael, and Miss Frances I. Mackey, who were last 
year in the Department of Home Economics, there are 
also Miss Sarah M. Wilson, who comes from Drexel 
Institute, Philadelphia; Miss Grace A. McGuire, for- 
merly Hospital Dietitian in the United States Army; and 
Miss Virginia Zirkle, who graduated at the Harrison- 
burg Normal last June. 

The Normal School this year offers opportunities for 
observation and practice teaching in both urban and 
rural schools. Besides the city schools of Harrisonburg 
and the schools in which Home Economics work is being 
given, elementary instruction is arranged for by the 
Normal School at the Mabel Memorial School and at 
Pleasant Hill. , 

This fall arrangements have been made for the or- 
ganization of a rural Junior High School at Pleasant 
Hill. This school is conveniently located to the Normal 
School and offers good opportunities for observation 
and practice facilities for girls who are preparing. to 
teach in Junior High Schools. 

On October 3d President S. P. Duke spoke at Wood- 
stock, before the teachers of Shenandoah County, on 
the Report of the Educational Commission of Virginia. 
On the same day Dr. W. J. Gifford, head of the Depart- 
ment af Education, spoke at Berryville before the 


teachers of Frederick and Clarke Counties. His sub- 
ject was “Educational Targets.” At this meeting Miss 


III 


Kate V. Anthony, Supervisor of Teacher Training, con- 
ducted a round table discussion for elementary school 
teachers. ig 

The Rockingham County Teachers’ Association was 
in session October oth, and meetings were continued at 
Assembly Hall the next day. Conrad T. Logan, of the 
Department of English, spoke on “Some Phases of the 
Teaching of English in the Public Schools.” George O. 
Draper, Director of Physical Education, State Y. M. C. 
A., who spoke before the county teachers on “Physical 
Education,” also appeared before the students of the 
Normal School at assembly period in the morning. 

W. L. Prince, newly appointed Supervisor of High 
Schools, was in Harrisonburg on the oth, to address the 
county teachers on the subject, “Problems of the High 
School.” Addresses before the county teachers October 
roth, as announced by County Superintendent John C. 
Myers, included Dr. Mary F. Bryden, of the State Board 
of Health, on “Health Problems in Schools,” and Miss 
Lina P. Sanger, Principal of the Bridgewater School, on 
“The Value of Parents Leagues.” 

President Duke went to Richmond the morning of the 
oth to spend the last of the week in consultation with 
the Virginia State Normal School Board. The budget 
estimates of the four Normal Schools are now under 
consideration, in preparation for the coming session of 
the State Legislature in January next. 

Miss Mary I. Bell, our gracious Librarian, suffered a 
serious fall in her room October oth. 

Miss Edith Baer, head of the Home Economics De- 
partment at William and Mary College, and State Super- 
visor of Home Economics under provision of the 
Smith-Hughes Bill, was a recent visitor at the Harrison- 
burg Normal School. _ 





University of Virginia 








On October Ist there were 1,419 students enrolled at 
the University. This represents an increase of 28 per 
cent over the largest pre-war enrollment, and it is 
expected that between one hundred and two hundred 
students will be added to the registration before the end 
of the session. The number of students at the University 
has approximately doubled since 1910. Of the men en- 
rolled this year, 874, or 62 per cent, are from Virginia. 
The others are from thirty-six States and four foreign 
countries. There are 278 students in the Department of 
Law, 243 in the Department of Engineering, 96 in the 
Department of Medicine, and 802 in the Academic 
Schools. 

Convocation exercises were held October 2d. The 
convocation address was delivered by Dr. William Lyon 
Phelps, of Yale, who spoke on “Culture and Happiness.” 
President Alderman, in his address of welcome, stressed 
the need of the times for trained leadership. 

The following new members of the faculty have en- 
tered upon their duties at the University this session: 
Dr. James S. Wilson, Poe Professor of English; Dr. 
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Graham Edgar, Professor. of Chemistry; Dr. Fiske 
Kimball, Professor of Art and Architecture; Dr. Wil- 
liam R. Smithey, Professor of Education; Dr. George 
O. Ferguson, Jr., Professor of Educational Psychology ; 
Dr. J. H. Yoe, Adjunct professor of Chemistry; Dr. 
Irving J. Shepherd, Adjunct Professor of Engineering; 
Dr. Francis H. Abbott, Adjunct Professor of Romanic 
Languages. 

The new McIntire School of Fine Arts offers courses 
this session in art and architecture. The courses are 
open to election by academic students who may wish 
to obtain a general knowledge of the fine arts as part 
of a liberal education. For students who expect to 
take up the practice of architecture, a full four year pro- 
fessional course, leading to the degree of Bachelor of 
Science in Architecture, is offered. Instruction in 
music will not begin until next session, but a series of 
concerts has been arranged for the current year. 

This session the Curry Memorial School of Education 
has been reorganized as a Department of the University. 
Undergraduate and graduate courses are offered in 
various aspects of educational psychology, educational 
sociology, school administration, secondary education, 
history of education and school hygiene. By arrange- 
ment with the school authorities of Charlottesville, the 
city schools are available for observation and directed 
teaching by students, and for first-hand study of educa- 
tional problems. A feature of the extra-mural work of 
the Department is the Bureau of Educational and Mental 
Tests and Measurements, which offers its services to 
the schools of the State. 

The Director of the Summer School, Prof. Charles G. 
Maphis, reports the most successful session in the his- 
tory of the University. As an innovation, a full sum- 
mer quarter of work was offered. The first term lasted 
from June 23d to August 2d; the second term from 
August 4th to September 6th. The addition of the 
second term proved so popular that it will be continued 
as a regular part of the summer work. 





Virginia Military Institute 





Major Kenneth S. Purdie resigned on September roth 
as Commandant of Cadets at the Virginia Military In- 
stitute. In connection with his resignation and the ap- 
pointment of Colonel Henry M. Nelly, Infantry, United 
States Army, as Commandant of Cadets and Professor 
of Military Science and Tactics, Gen. E. W. Nichols, 
Superintendent, issued the following orders: 


Headquarters, 
Virginia Military Institute, 
September 21, 1919. 
Special Orders, 
No. 30. 

1. The following order of the Board of Visitors of 
the. Virginia Military Institute is published for the in- 
formation and guidance of all concerned: 

“Resolved, That the resignation of Major Purdie be 
accepted by the Board, and that we express to Major 


Purdie our appreciation of his excellent service as Com- 
mandant, and that we regret the military situation which 
requires us to take this action.” 

2. In severing official relations with this efficient 
officer, who has served this institution with such marked 
ability, the Superintendent desires to express his own 
acknowledgment of his faithfulness, as well as an appre- 
ciation of his cordial co-operation with this office. 

Major Purdie will take with him in his retirement 
the assurance of the cordial esteem of all officers and 
cadets. 

By Command of Major-General Nichols, 
R. A. Marr, Jr, 
Captain and Adjutant, V. M. 1. 


Headquarters, 
Virginia Military Institute, 
September 21, 1919. 
Special Orders, 
No. 31. 


1. The following order of the Board of Visitors of 
the Virginia Military Institute is published for the in- 
formation and guidance of all concerned: 

“Resolved, That upon the recommendation of the 
Superintendent, Colonel Henry M. Nelly, Infantry, 
United States Army, detailed at the Virginia Military 
Institute as Professor of Military Science and Tactics, 
is hereby assigned to duty as Commandant of Cadets.” 

2. Colonel Nelly, a former cadet, a graduate of the 
United States Military Academy, is a distinguished 
officer of the United States Army. He brings with him 
to the discharge of the onerous and responsible duties 
of his new position a broad experience in military mat- 
ters, both in this country and abroad, and a zeal in the 
interest of this institution, with which he was formerly 
connected, that presage a successful management of the 
varied duties that will devolve upon him. He may be 
assured in advance of the cordial co-operation of all 
officers and cadets. 

3. This order becomes effective at 8.00 A. M. Monday, 
September 22, 19109. 

By Command of Major-General Nichols, 


R. A. Marr, Jr., 
Captain and Adjutant, V. M. I. 


The Cadet Corps left Lexington on Friday morning, 
October 1oth, for Richmond, where they took part in 
the parade and other ceremonies attending the unveiling 
of the Stonewall Jackson monument on October 11th. 
The cadets remained in Richmond over Sunday in order 
to attend memorial services for Gen. Robert E. Lee in 
the various churches. They returned to Lexington Sun- 
day night. 


General Nichols announces that Lieutenant-Colonel K. 
S. Perkins, Field Artillery, United States Army, has 
been assigned by the War Department to duty at the 
Institute. Colonel Perkins will have charge of instruc- 
tion in field artillery. 
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International Modern Language Series 


Over 150 volumes unsurpassed in helpful editing, literary 
interest, excellence of make-up—all moderately priced. 
From the wide variety offered we suggest 


For Beginners 


Aldrich and Foster's French Reader. 

Lazare’s Lecture’s Faciles pour les Commencants. 

Lazare’s Les Plus Jolis Contes de Fees. * 

Josselyn and Talbot's Elementary Reader of French History. 
Labiche and Martin’s Le Voyage de M. Perrichon. 

Halevy L’ Abbe Constantin. 


For Intermediate and Advanced Classes 


Maurey’s Rosalie and Le Chauffeur (In Press). 
Daudet’s Le Petit Chose. 

Daudet’s Tartarin de Tarascon. 

Loti’s Pecheur d'Islande. 


GINN AND COMPANY, 70 Fifth Avenue, New York 











THE FEDERAL BOARD 
FOR 
VOCATIONAL EDUCATION— 


in bulletin No. 34, Commercial Series No. 3, recommends the teaching of economics in all 
commercial and stenographic high school courses—for both boys and girls. 

Leading educators everywhere are placing greater emphasis on the teaching of economics in 
our secondary schools. The subject has been brought from the realm of the college to that 
of the high school by 


AN INTRODUCTION TO ECONOMICS. 
By Professor Graham A. Laing, formerly Professor of Economics and History, 
University of California. 
The unanimous opinion of those that have read this book is that no other text on the sub- 
ject equals it. 
—In simplicity of style 
—In comprehensiveness , 
—In the treatment of modern economic subjects 
—In its appeal to boys and girls of high school age. 
You can help in-the movement toward better citizenship by making economics a permanent 
part of your high school curriculum. 
Order a sample copy of this book now and get ready for the next term. 


THE GREGG PUBLISHING COMPANY 


NEW YORK CHICAGO BOSTON 
SAN FRANCISCO LIVERPOOL 
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one 4 oute for 20 Thanksgiving and Pilgrim subjects 
ike. Order NOW for Christmas. Don’t w 
December rush. 


‘The Perry Pictures 


REPRODUCTIONS OF THE WORLD’S GREAT PAINTINGS 
One = Size. 38x3%. For 30 or more. (Please notice the price of each 
size). 
Two Cent Size. 5%x8. For 15 or more. Assorted as desired. 


Bird Pictures in Natural Colors. 7x9. Two cents each for 15 or more. Send 
50 cents for 25 common birds and a very brief description of each. 


Send 40 cents for Christmas set of 20 beautiful pictures. Each 514x8. 
No o alike. 


Catalogue 


—— 5 ys no 
til 


un 


of 1600 miniature illustrations and 3 pictures for a dime. 
(Please do not send for the catalogue without sending 
the dime.) 


Decorate your Schoolroom with Beautiful Pictures 


Frame at least oné of these and hang it on your walls this month. 
Price $1.25 for one; $1.00 each for any two or more; 10 for $9.50., 
Size 22x28, including the white margin. 


Str GaLaHap (Very popular) 
THE MILL (Almost as popular) 
THE SHEPHERDESS 

A HELPING HAND 





I am glad to make an exception to my rule 
to commend no school material in favor of 
the Perry Pictures. I have been greatly 


“Can’t You TaLkK?”’ 


THE ANGELUS 
SPRING, 


the home) 


Feeding Hens— Millet 


THE GLEANERS (One of Millet’s best) 


F SISTINE MADONNA 
Would you not like this beautiful pic- 


ture in your school room? It costs 
$1.26, or any two pictures named here 
for $2.00. 


by Corot (Beautiful for the 


SonNG OF THE LARK 


interested in them from the first. and re- 
gard them as a very important addition to 
our gchool equipment. They should be in 
every school, not only in the largest cities, 
but in the smallest country districts.—G. 
Stanley Hall, President of Clark Univer- 
sity. 


(‘‘Cute’’) 


(World famous) 
(Effective) 











The Perry Pictures Company 
BOX 14, MALDEN, MASS. 





7% 


HOME STUDY 


Teachers’ Pvefesdienal ' College, - - 


High School, Normal, Commercial, College 
pao Professional Courses. Catalog Free. 
Washington, D. C. 





A Few “Bradley” Essentials 


. -8 .20 per box 
.20 per box 
-25 per box 
.60 per set 
«35 per set 
40 per box 
25 each 
-50 per lb. 





Economo Word Builders 
Economo Number Builders 
Beginners Sentence Builders 
“New” Number Perception Cards.... 
Fitch Number Cards 
Toy Money 
Education ‘Clock Dials, 12-inch 
Plasteline, modeling clay, (all colors) 
Colored Sticks (1,000 assorted 
lengths 40 per box 
Large Pegs for Counting -25 per box 
Send for catalogues and samples of Drawing 
Papers, etc. 


MILTON BRADLEY COMPANY 
17th and Arch Sts. Philadelphia, Pa. 





y% 
- 











THOUSANDS CENSUS JOBS OPEN TO TEACHERS 


The Coming of Peace will require the complete changing of 
many government departments. The 1920 census opens up 5,000 
clerical positions. Teachers are specially fitted not only to stand 
well on the examinations, but to receive quick advancement after 
appointment. Those interested can get a free list of positions 
obtainable and free sample questions by dropping a postal at 
once to Franklin Institute, Dept. M. 254, Rochester, N. Y. Im- 
mediate action is necessary as the examinations are likely to 
be announced any day now. 


BOOK and PAMPHLET 
PRINTING 


EFFICIENT SERVICE 
REASONABLE PRICES 














4 
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Are you teaching civic lessons from war and peace 
facts, civics through holidays, facts about bolshevism? 

Information on these topics can be secured through 
Public Service Bulletins issued by Institute for Public 
Service, 51 Chambers Street, New York City. Send two 
cent stamp for samples. 








“The Best Investment 
I Ever Made’”’ 


Are the words of a noted Virginia 


Teacher who has recently been 
sick and received benefits from 


The Teachers 


Protective Union 
Write today for an application. 


A. W. DAVIS, State Manager 


BOX 68, RICHMOND, VA. 
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The Hampton Normal and Agricultural Institute 


Hampton, Virginia 


Pupil-teachers at work in the Whittier Training School, 


Hampton Institute. Two-year advanced 
course in teacher-training offered. 


Object—Founded in 1868 by General 
Samuel C. Armstrong to train selected 
youth who should go out to teach 
and train their people. The Institute 
was designed to instruct Negro youth 
in morality, industry, and thrift, as 
well as in earnest and practical 
Christianity. 


Hampton Today—An industrial 
village with g00 boarding students; 
1,100 acres; 140 buildings; instruction 
farm of 835 acres; and 200 teachers 
and workers. Hampton stands for 
“a sound body, a trained capacity, 
and an unselfish outlook on life.” 
Hampton is on the State of Virginia 
list of approved four-year secondary 
schools. 


Courses—Four-year courses’. in 
Teacher Training; Home Economics; 
Business; Agriculture; and 13 Trades. 
Also an advanced, two-year course in 
teacher training. 


Principal—James E. Gregg, D. D. 














Aldine Reading Method 


LEARNING TO READ 


A Manual for Teachers Using The Aldine Read- 
ers; 249 pages, cloth. 


Special Price to Virginia Teachers, 50c, Postpaid 


Learning to Read is a complete and authorita- 
tive exposition of the Aldine System of Teaching 
Reading. It is an invaluable and practical guide 
to the teacher in conducting the. reading lessons 
constructively and effectively. 


THE ALDINE CHARTS AND CARDS 


The Aldine Reading and Phonic Chart (com- 
bined) with stand $8 


The Aldine Phonic Chart ((separate) with 
stand ™ 


Sight Word Cards—(95 in set) A set 
Phonic Cards—(23 in set) A set 
The Aldine Rhyme Charts—(16 in set) A set 


Rhyme Card for the Aldine Primer. A hun- 
dred cards 


Rhyme Cards for the Aldine First Reader. 
A hundred cards 1.28 


Seat Work Card, No. One. A hundred cards 2.00 
Seat Work Cards, No. Two. A hundred cards 2.00 
Seat Work Cards, No. Three. A hundred 2% 


NEWSON © COMPANY, Publishers 
73 Fifth Avenue, New York 








HUNTER & CO., INC. 


ENGRAVERS :: PRINTERS :: STATIONERS 


ANNOUNCEMENTS, INVITATIONS, CARDS 
PROGRAMS 


SOCIAL AND BUSINESS STATIONERY 
IN COPPERPLATE, STEEL OR PRINTING 


105 EAST BROAD STREET 


, 


. 
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ME EN Co 
a —— * SATISFACTION ALWAYS KINENS 


BROAD STREET AT FIRST, RICHMOND, VA. 





The Conservative Side of Yesterday 
Tempered With the Progress of the Present 


This store has served the people of Richmond and Virginia for over Sixty-two 
Years. By upright merchandising, maintaining due regard for Quality and 
ever striving to please the customer in all transactions we have built an enduring 
reputation, of which the present management represents the third generation 
May the literal interpretation of our motto: “Satisfaction Always,” ever guide us 
in all endeavors, and serve to win us new patrons, while. keeping the old. 








WHITLOCK’S 


When we can give youa hat at $5 or a fur at $35, which reflects 
both quality and style, then there is NO HIGH COST OF LIVING 


HERE, 


Remember Our Institutional Principle—Exclusive, But Not Ex- 


pensive. 


WHITLOCK’S 


cMILLINERY and FURS 
315 East Broad Street 
Richmond, Va. 
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Shalhimerbrothers 


Featuring 


FASHIONABLE WEARING APPAREL 
For Women, the Junior Miss and Children 


Suits, Dresses, Wraps, Coats, Furs and Negligees 
Also 
Fine Imported Hand Embroidered Linens and Real Hand-Made Laces 
Complete showing of 
Rugs, Draperies and Dry-Goods 


THREE QUARTERS OF A CENTURY A GOOD STORE 














BROAD AT FIFTH STREET, RICHMOND, VA. 




















Dreyfus 


BROAD AT SECOND 


Smart Apparel for Misses and Women 


HUNDREDS 
of 
COATS, SUITS and DRESSES 


In the Smartest Fashions of the Hour. 
They’re reasonably priced. 
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The Conservative Sides. of Yesterday 
Tempered With the Progress of the Present 


This store has served the people of Richmond and Vixginia for over Sixty-two 
Years. By upright merchandising, maintaining due rejard for Quality and 
ever striving to please the customer in all transactions we have built an enduring 
reputation, of which the present management represents the third generation 
May the literal interpretation of our motto: “Satisfaction Always,” ever guide us 
in all endeavors, and serve to win us new patrons, while, keeping the old. 











WHITLOCK’S 


When we can give youa hat at $5 or a fur at $35, which reflects 
both quality and style, then there is NO HIGH COST OF LIVING 


HERE. 


Remember Our Institutional Principle—Exclusive, But Not Ex- 


pensive. 


WHITLOCK’S 


cMILLINERY and FURS 
315 East Broad Street 
Richmond, Va. 
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Shalhimerbrothers 


Featuring 


FASHIONABLE WEARING APPAREL 
For Women, the Junior Miss and Children 


Suits, Dresses, Wraps, Coats, Furs and Negligees 
Also 
Fine Imported Hand Embroidered Linens and Real Hand-Made Laces 


Complete showing of 
Rugs, Draperies and Dry-Goods 


THREE QUARTERS OF A CENTURY A GOOD STORE 
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Smart Apparel for Misses and Women 


HUNDREDS 
of 
COATS, SUITS azd DRESSES 


In the Smartest Fashions of the Hour. 
They’re reasonably priced. 
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The College of 
William and Mary 


1693—1919 


FOR MEN AND WOMEN 


Thorough academic courses leading to the de- 
grees of A.B., B.S., and M.A.; well equipped labor- 
atories and excellent library; unexcelled health 
conditions, historic environment and intimate con- 
tact with the best ideals of VIRGINIA. 


WILLIAM. and MARY is also the STATE 
TEACHERS’ COLLEGE FOR MEN AND WOMEN. 


Special Teacher’s Training Courses. 


Course in Home Economics under the Smith- 
Hughes Act, Pre-Medical courses, Pre-Electrical 
and Pre-Chemical Engineering courses. Courses 
in business administration and commerce. Courses 
for commercial teachers. 


State scholarships for those preparing to be 
teachers and superintendents. 


Loan fund for Virginia students. 
For particulars address 


J. A. C. CHANDLER, President, 
Williamsburg, Virginia. 
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Draper’s “Sanitary” 
Adjustable Window Shades 








NOTE THE GOOD POINTS 
OF OUR 


Draper Shades 
Reliable 
Adjustable 
Permanent 
Efficient 

Rapid 


Sanitary 
Handy 
Artistic 
Durable 
Essential 
re Serviceable 


Please send us your inquiries. 


Luther O. Draper Shade Co. 


SPICELAND, IND. 


VIRGINIA SCHOOL SUPPLY COMPANY 
2000 WEST MARSHALL STREET 
RICHMOND, VA.., Distributors 











We Can Supply 


TEACHERS and SCHOOLS 


With Books of Every Description 


Standard Fiction, Devotional and Inspirational 


Books, Historical Works. 


Books covering all phases of the World War. 


Our Catalogue should be in every school for ready reference 


We make a specialty of mail orders and prepay charges. 


Publishing House of M. E. Church, South 
SMITH & LAMAR, Agents 


g00 East Broad Street, Richmond Virginia 
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FLOROLINE 


- LIQUID 


DUST LAYER 


For FLOORS 


(Hard or Soft Wood) 


and LINOLEUMS 
Our Oil and Sprayer Saves Oil and Labor 


A MODERN NECESSITY 
Cleans and Purifies 


For School Rooms and Public Buildings 
Non-Inflammable and Non-Explosive 
Deodorizer—Disinfectant 























Write us for particulars and demonstration 
Manufactured by 

Women’s Fashionable Apparel, Millinery” Boston Specialty Company 

Shoes and Accessories. 3 Piece Goods BOSTON. MASS. 

Domestics and House Furnishings. sat Sales Agency: F. R. Johnson 


J. B. MOSBY @® CO,, Inc. PORTSMOUTH, VA. 


RICHMOND, VIRGINIA 














For Your History Course 


Wayland: HISTORY STORIES FOR PRIMARY GRADES 
Dr. Wayland of the State Normal School at Harrisonburg has pre- 
pared this notable little book to meet a real need. 
For teachers of the youngest children, for pupils of the third grade, 
it provides material that has hitherto been hard to find. 
Wells: HOW THE PRESENT CAME FROM THE PAST 
Book I. Primitive Life 
Book II. Oriental Life 
To follow Dr. Wayland’s book these foundation books in history 
are admirably adapted. 
Nida: THE DAWN OF AMERICAN HISTORY IN EUROPE 


The course ought to be continued by the study of the European 
background, so interestingly and teachably presented by Superinten- 
dent Nida. 


Beard and Bagley: HISTORY OF THE AMERICAN PEOPLE 


The most noteworthy elementary history of our country that has 
ever been published, and the most quickly successful. 


THE MACMILLAN COMPANY 
64-66 Fifth Avenue, New York—W. S. Gooch, University, Va. 
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SPLICING ROPE 
A Practical Problem in Real Life 


1. How to Vitalize the 


Teaching of Agricul- 


ture in the Rural 


Schools. 


2. Better Country Schools 


for Missouri. 


Rotation Plan— 
What It Is; What It 
Does. 


4. Vitalization Through 
Rotation. 


5. Stencils Vitalize School 


work. 


The Purpose of this De- 
partment is to help those 
who want to help the 
boys and girls of America. 





What is known: as the Rotation 
Plan for vitalizing the teaching of 
Agriculture is attracting nation-wide 
attention. It is in our opinion one 
of the big educational ideas of re- 
cent years and should be given most 
thoughtful consideration by all edu- 


cators. 
W. J. BEECHER, 
Editor 
Normal Instructor=-Primary Plans. 





THE ROTATION PLAN 


Of Vitalizing the Teaching of Agriculture is the Biggest 
Idea in Education Since the Time of Horace Mann. It is 
Destined to Vitalize Our Entire Educational System — 
Dr. A. E. Winship. 


HE Rotation Plan is attracting the attention of 
educators and farmers everywhere. It is re- 
building school houses. It is putting new life 
into communities and rural schools. It is 
increasing the salaries of teachers from $10 to 
$40 a month. It is revolutionizing the teaching of Agri- 
culture in Missouri. South Dakota and Oklahoma have 
adopted this plan; other states are planning to adopt it. 

The Rotation Plan teaches real things—not just 
words, words, words. 

The Rotation Plan rotates the subjects—does not 
teach the same things year after year; does not skim, 
leaving nothing crisp and new for the next year. 

The Rotation Plan not only rotates the teaching of 
Agriculture but it rotates the work in Arithmetic, Lan- 
guage, Spelling, and all other subjects. 

If you want to know how the Rotation Plan vitalizes 
schools and communities—what school directors, superin- 
tendents, teachers, parents, and children say about it— 
how superintendents can introduce it into their schools— 
how teachers are vitalizing arithmetic, spelling, reading, 
writing, language, and every other subject, the followng 
booklets will be sent to you free upon application, but 
don’t write for them unless you really want to do some- 
thing worth while for your state, your county, your school 
and your community. It will be a waste of your time and 
money as well as ours. 





MAKING NAIL BOXES 
A Real Problem in Arithmetic 


Ask for list of Agricultural Charts, Lantern Slides, 
Booklets, Stencils, Working Drawings, Mottoes, etc. 


You Can Teach Agriculture in Your School—You 
May Think You Can’t But You Can. 


International Harvester Company 


INCORPORATED 


Agricultural Extension Department 


P. G. HOLDEN, DIRECTOR 








HARVESTER BLDG., CHICAGO 
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A? for apparel, | 
for every affair. 


—is for “Blackshire,” 

the perfect black wear. 
—is for coats, E 

worn always with D. 
—is for dresses, 

for every smart she. 

ge for evening dress, 
and formal occasions. 


lies for furs,- 


of many persuasions. 
ae the glove, 
Romeo wished to be 
H-s for hats, 
exquisite to see. 
—is for interest, 
in clothes of all sorts. 
J —is for Jersey-wool, 
. finest for Sports. 
ag for Kaufmann’s, 
The Specialty Store. 
Brey for our Lingerie, 
liked more and more. 
M-s for Misses wear, 


and grown women small. 


—is for Neckwear, 
jabots and all. 
—is the Overcoat, 
for a good little boy. 
P-is.a Petticoat, 
it wears and gives joy. 
—is for Quality, 


found here all the while. 


—is for Ribbons, 
of ultra smart style. 


S-s for Sweaters, 
and Suits for the day. 


‘T-re Tailored Clothes, 
economy’s way. 
—is for Underwear, 
for the quality lady. 


—is for “Vanta” Vests, 
safe for the baby. 


W-is for Wraps, 
and Wearables all. 


x —Xtra sizes, 


as plenty, as small. 


Y —Youthful styles, 
made only for youth. 
—Zealous service, 


last and always the truth. 

















We have been teaching the 


A ®B G's 


of elegance in dress 
to kindergarteners and Post graduates 
for three generations. 


In that time we have learned to re- 
serve our profoundest respect, admi- 
ration and friendship for the school 
teacher,—of that noble profession 
which shares so meagerly in the ma- 
terial benefits of a commercial age 
and which confers such incalculable 
service in “bending the twig, that the 


tree may inclineth aright.” 


We are happy in again welcoming our 
friends from among the teachers of 
Virginia at the Virginia Educational 
Conference, the week of November 


25th. 


Make Kaufmann’s Your Headquarters 


WELCOME 


The 


Kaufmann 
Store 
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a redericksburg State Normal School 
for Women 


Ninth Session Opens September 18th. 


Spacious grounds, handsome, new buildings, ample equipment, strong fac- 


Deserving Virginia girls may obtain free State scholarship. 


Following courses are offered: 


Course leading to teaching primary grades. 
Course leading to teaching intermediate and grammar grades. 
Course leading to teaching high school grades. 


Household Arts Course. 
Industrial Arts Course. 


Commercial Course in 1920-21. 
A strong course in Public School Music and the Locker System of Writing . 


are included. 


Piano and Violin instruction given. 
Expenses exceedingly low. For Catalogue or View Book write 


A. B. CHANDLER JR., President, 
Fredericksburg, Va. 








CHOCOLATES : BONBONS 


221 East Broad St. 
Richmond, Va. 











WILLIAM AND MARY MEN 
William and Mary 


vs. 


Richmond College 
Football—November 27, 1919 
Richmond, Virginia 





"NUF SAID 

















Unemployed Teachers 


If for any reason you have not accepted 
work for the present session write me. Many 
unexpected vacancies occur all during the 
winter. There are also many schools which 
do not open until late. Overflow teachers are 
constantly needed somewhere; we can gener- 
ally tell you where. If open, write for infor- 
mation about the numerous vacancies now 
listed. 

W. H. JONES, Mgr., 
Southern Teachers’ Agency, 
617 American National Bank Bldg., 
Richmond, Va. 





“Our Own Make” 
Chocolates, Bon-Bons, Fine Candies Fresh Ever) Day 
Most Delicious Ice Cream and French Pastries Served 


5 


Cafe 


309 EAST BROAD STREET 


For Ladies and Gentlemen Dainty, Refined, Restful 
60-Cent Club Luncheon Served from 12 2 to 3 3 
Service A La Carte Until 11:30 P. M. 














tYOUR FLAG 


and the Flags of our Allies 


FREE! 


OLD GLORY’S place now is in every 
ey yard and tang ogy oo in _ State Department of Public Instruction 
land. Love of country no less than duty demands 
. OF INDIANA 
this show of the colors. Next to the Stars and 
Stripes put the flags of the Allies. tee : ‘Aso 
Teachers—every pupil of yours should be familiar a Wnew te seve ng sw: TS Tei eae 
ra ? D4 ¢ ° am acquainte w e Ma 2S a 
My ith the flags of the nations fighting for liberty; of Anderson, Indiana. It gives me pleasure to say that 
fighting to preserve what our forefathers won for [ personally know the members of this firm and can say 
us in "76. in positive terms that they are reliable and responsible. 
You can make every day PATRIOTS’ DAY and Their plan of supplying flags and pictures to the schools 
‘ ‘s a very excellent one. 
without a cent of expense, through the help of your Veey wety yours 
scholars, secure the flags and portraits needed for (Segset) CHAS. A. GREATHOUSE 
decoration. We are the originators of this plan and "diate daad. of Palle teairaie 
have already given away over 50,000 American flags 
to schools. Get yours at once. Read these offers: 
OFFER NO. 1 


We will send you 50 emblematic flag buttons in the national colors or assorted with portrait buttons of 
Washington, Lincoln and James Whitcomb Riley. They are beauties. Your pupils easily will sell them for 
10 cents each. Return the $5.00 to us and we will send a beautiful silk U. S. Flag, 32 x 48 inches, heavy 
quality, mounted on staff with gilded ornament FREE. 

OFFER NO. 2 

We will send a high-grade standard U. S. Flag 5 ft. x 8 ft. fast colors. The stripes are sewed and the 
stars embroidered on both sides. This flag will stand the weather, and is made to use anywhere indoors or 
out. This ig the flag for all practical purposes. Carry it in your class parade! Rally round it as you sing 
The Star-Spangled Banner. For the sale of 50 buttons at 10 cents each—FREE. 

OFFER NO. 3 

To proudly place next to the Stars and Stripes you will want a set of our Allies’ Flags, each 16 x 24 
inches, mounted on staffs with ornaments. There are five of them; American, French, English, Belgian and 
Italian. New history is being made so fast every day that it is hard to keep pace with events of tremendous 
importance. As battles are fought and won it will help you show the colors of the nations who are fighting 
that freedom shall not perish from the earth. These flags of the Allies are beautiful for inside ornamenta- 
tion. We will send them for the sale of 35 buttons at 10 cents each—FREE. 


OFFER NO. 4 

We have secured sets of handsome silk flags of the Allies, five of them, American, French, English, Bel- 
gian and Italian. They are each 12 x 18 inches and mounted on staffs with ornaments. You will be glad to 
use these beautiful flags anywhere. They are rich enough to grace any well appointed home no less than 
the school room. They recall the glories won by Joffre, Haig, Pershing, and the brave boys on the battle 
fronts of the Marne and along the Belgian front. You will want the tri-color of glorious France which stood 
firm against the selfish cruelties of imperialism and saved the civilization of the world. You will want the 
flag of Britannia’s fleet which has kept the German navy bottled up. For the sale of 50 buttons at 10 
cents each we will send the lot—FREE. 


OFFER NO. 5 

Americans to-day are talking of Wash- 
ington and Liberty, Lincoln and Freedom, 
and Wilson and Humanity. You will be de- 
lighted with our wonderful “‘Oil Process’’ 
paintings of these great Americans. They are 
wonder pictures, showing the artists’ touch 
found in the original, the brush marks, rich 
colorings, and pigments just as they were 
laid on the canvas. As durable and beau- 
tiful as the originals. Can be washed and 
will never fade. These portraits are 13 x 16 
inches in a 1% inch gilded frame. For the 
sale of 35 buttons you may choose one pic- 
ture; for the sale of 60 buttons, two pic- 
tures, and for the sale of 75 buttons, we 
will send all three pictures—FREE. 





Indianapolis, Indiana, December 18, 1916. 

















OFFER NO. 6 
This Giant Pencil Sharpener, not the small kind for standard pencils only, but 
for every pencil from the smallest to the largest. Does not break the lead, and 
Saves time as well. For both hard and soft pencils. For the sale of 25 buttons at 
10 cents, we will send you the Pencil Sharpener—FREE. 

Twenty years ago we began this plan of giving flags to Schools 
FREE. We are the oldest company of the kind. Established 1898. 
Over 50,000 satisfied customers among teachers throughout the 
United States. 

MAIL ORDER FLAG CO., 138 MERIDIAN ST., ANDERSON, IND. 
Simply Fill In and Mail Coupon Below to Us. 
MAIL ORDER FLAG CO., 138 Meridian St., Anderson, Ind. 

Gentlemen:—Send me postpaid........Flag, Washington, Lincoln or James Whitcomb Riley Buttons 
(cross out the kind you don’t want). As soon as sold I will remit you the proceeds and you on to send 
me, all charges prepaid........ 

Sign your name and address in full: 
cg EE LEI LETT eee ee ee ee re ee 
pe ME pear SOREL EECA age re kgs ge Se eer eer eee 

c who ve secured flags for their own schools are invited to write for our s a how- 
ing how they easily can make considerable extra money. ey ee ee 


MAIL ORDER FLAG CO. 138 Meridian St. Anderson, Indiana 
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University of Virginia, Virime”” 


EDWIN A. ALDERMAN, LL. D., President 





The following Departments of study are represented: 
I.’ THE COLLEGE 


By virtue of the elective system undergraduates can select any one of a large number of liberal four- 
year courses, leading to the degree of Bachelor of Arts or Bachelor of Science (Cultural or Vocational). 


II. DEPARTMENT OF GRADUATE STUDIES 
This Department offers opportunity for advanced instruction in the subjects taught in the College. The 
degrees offered are Master of Arts, Master of Science and Doctor of Philosophy. 


III. DEPARTMENT OF ENGINEERING 
Five distinct courses are offered, leading to degrees in Civil, Mining, Mechanical, Electrical and Chemi- 
cal Engineering and requiring for their completion four years each. 
IV. DEPARTMENT OF LAW 
The course covers three years of study. Beginning with Session 1920-°21, entrance requirementts will 
include one year of college work. The Library facilities are excellent. 


V. DEPARTMENT OF MEDICINE 
The course is a four-year one. The University Hospital is owned and managed by the University; 
advantages are given students of this Department usually enjoyed only by internes, 


VI. SUMMER SCHOOL 
The Summer School offers courses for College credit as well as for the professional training of high 
school principals, teachers and school administrators. 
Tuition in Academic Departments free to Virginians. Loan Funds available. All other expenses re- 


duced to a minimum. Send for Catalogue. ANNA T. HECK, Registrar. 
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School Savings System 


This Space is Reserved for 


SEND FOR SAMPLES 


of Pe4 of Richmond 


; 3 largest in the South. 


Adopted by the 
Richmond with attached garage. 


Richmond Public Schools ‘ 








- 
Printed by the te 
Virginia Stationery Co. 
913 East Main Street a 


Richmond, Va. 
Rates, $1.50, Upward, European Plan. 








| Murphy's Hotel 


P That well-known, modern, fireproof hos- 
telry, which has the reputation of being the 


: Located at Eighth and Broad, on direct car 
lines to all stations, it is the only hotel in 
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State Normal School for Women 


Farmville, Virginia 


J. L. Jarman, President. 


Graduates of accredited high schools are admitted without examination to the 
Professional Courses. 

Courses offered: a Four-year High School Course and Professional Courses 
for the preparation of teachers for Kindergarten, Primary and Grammar Grades, 
High School, Graded Rural Schoql, Home Economics and County Demonstration 
Work. 

The four-year College Course leads to the Degree of Bachelor of Science in 
Education; students completing the first two years of this course are granted the 
same diploma that is given for the completion of the other two-year Professional 
Courses. 

Expense for all courses is the same and students in all courses are eligible for 
the State Scholarship. For catalogue, address 


THE REGISTAR, 


State Normal School for Women 


Farmville, Va. 














Radford State Normal School 


Next Session Opens September 17th 


Offers courses for the training of teachers for the Primary Grade, the Grammar 
Grade, and the High School. 

Unusually strong courses in Household Arts, Manual Arts, Public School Music, and 
many Special Subjects. 

Regular Normal School Course covers two years. 

Four-year Courses leading to the Bachelor’s Degree. 
No extra charges for those taking the Four-year Course. 
Free State Scholarships. 
Modern fireproof buildings. 

Spacious Administration Building, with Auditorium, large Gymnasium, Swimming Pool 
and Society Halls. 

New fireproof Dormitory, with hot and cold water in each room. 

Large shady campus. 

Malaria and mosquitos unknown. 

Climate, scenery, and health conditions ideal. 

Very accessible by railway from all parts of the State. 

Graduates very successful and in great demand throughout the State. 


Interesting and helpful bulletins published free for the use of teachers, School Im- 
provement Leagues and Civic Organizations. 


Active Extension Work carried on by the Normal School in co-operation with the 
Co-operative Education Association. 
For catalogue, booklet of views and full information, write 
JOHN PRESTON McCONNELL, President, 
East Radford, Va. 
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Virginia Military Institute 


Collegiate, Technical, Military 


For information Address 


Post Adjutant. V. M. I. Lexington, Va. 








State Normal School for Women 


HARRISONBURG, VA. 
A high grade professional institution, maintained by the State of Virginia for 
the preparation of teachers. 


Courses leading to teaching in the kindergarten, primary grades, grammar 
grades, and high school. 


Specially selected by the State Board of Education and the Federal Board for 
Vocational Education to train teachers in Home Economics under the Smith- 
Hughes law; and a four-year college course in Home Economics is offered for this 
purpose, for the completion of which the B. S. Degree is awarded. 


Conducted on the quarterly system and open forty-eight weeks in the year, 
including two summer terms of six weeks each. 


Tuition free to Virginians preparing to teach. All living expenses very low. 
For catalog and full information address 


SAMUEL P. DUKE, President, 
Normal Station, Harrisonburg, Va. 
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While in Richmond visit our exhibit in the John Marshall High School. 
Will have on display a full line of 


School Furniture and School Supplies 
Kindergarten Supplies and Teachers’ Supplies 


Make our Office and Salesroom your headquarters while in Richmond. We carty 
a complete stock of all School Furniture and Supplies, Kindergarten Furniture and 
Supplies, Domestic Science and Manual Training Equipment, and full line Educa- 
tional and Teachers’ Supplies. 


W. & A. K. Johnston’s Maps and Globes, latest and up-to-date Publications— 
See the New Map of Europe. i 


Old Dominion Patent Heating and Ventilating System best for School use, 
recommended by State Board of Health. 


Old Dominion Sanitary Bubbling Cup and Water Cooler combined—the only 
Sanitary Water Cooler with a Bubbler Attachment. Approved by State Board of 
Health. 


Virgoplate Blackboard 


Any one who can handle a hammer and saw can install this blackboard. Used by more than 
eighty per cent of the schools in the South. 


GROVE 


my) 
a ci 
~ 

i" 


Virgo iote. 


—— Caan 


PRICES 
Black, per square foot. 


Green, per square foot. 


IF YOU NEED BLACKBOARD READ THIS 


The Guarantee—Genuine trade-marked Virgoplate is guaranteed 
for ten years’ school-room use. The guarantee is liberal and leaves 
entirely to the purchaser the question of whether the Blackboard 
is satisfactory or not. 

Can also furnish Natural Slate and Slated Cloth Blackboards. 
Every article for schools and colleges. Write today for catalogue 
and revised price list. 


Use Old Dominion and Virgoplate Dustless Crayon on 
Virgoplate Blackboard 


EVERY ARTICLE FOR SCHOOLS AND COLLEGES 


Virginia School Supply Company 


2000 WEST MARSHALL ST., RICHMOND, VA. 


BOX NO. 1177 
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4 
| Desk Co 
} The Sead esk Co. 
HICKORY, N. C. 
| Box 776 
q 
The Strongest Desk on 
; 
) the Market 
} 
' §$CHOOL DESKS SWEEPING POWDER DICTIONARIES 
OFFICE DESKS FLOOR OIL FILING CASES 
TEACHERS’ DESKS CRAYON PORCH SWINGS 
DOMESTIC SCIENCE DESKS BLACKBOARDS DISINFECTANTS 
‘ RECITATION SEATS SLATED CLOTH ERASERS 
OPERA CHAIRS LIQUID SLATING GLOBES 
TEACHERS’ CHAIRS LABORATORY DESKS MAPS 
WINDOW SHADES BOOKCASES 
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Baker’s Pocket Manual 


Students and teachers will find here a very 
recognized Studies and exercises for the voice, 
including those used in the credit courses of the Public schools. 


lamilton’s History of Music...... $1.50 Jadassohn Manual of Harmony.... 
altzell’s History of Music....... 1.25 Richter’s Manual of Harmony..... 2.00 
Elson’s Music Dictionary, cloth.... — Burrows’ Primer, each...........- : 
Elson’s Pocket Music Dictionary.. .é ’ , " an 
Stainer’s Harmony, cloth ......... a lentes s Writing poe for A peng 
York Harmony Simplified, cloth.... 1.00 — Pupils, Books 1 an & each.... 
Baker’s Dictionary of Musical Terms, Englemann’s Album of 24 pieces for 
ee... ea Seager 1.00 MEGTE BORGES .ncccccccceseccsse 


of Musical 


Terms, boards ....... 


Abt Singing Tutor, Sop. 
Baritone, each ...... 


or Contralto, each ... 


| Studies and Exercises for Music Students 


complete line of 
piano and violin, 


Music Studies 


Gaynor’s Miniature Melodies, Vol- 
.80 umes 1 and 2, each........... 


Piano Methods 


—- New Method for Piano, 


Beyer’s Elementary Piano School, reece 
ee ee ee a oe S$ GQ _ DOATM ancercesevessavecesscere 
Beyer’s Elementary Piano School, Leschetiay Method, edited by Bree, 2.00 
. board oeerer ress sersineres sees -15 Lambert’s Piano Method, for be- 
Kohler’s Practical Method for Piano, ES EER eee 
Vetumes 3, 3 ant &...0.cinevee te -50 presser’s First Steps in Piano 
; Landon’s Method for Piano....... 1.00 ene SL Bib ow ia asides 
Labert & Stark Piano School, Parts Lenten s Foundation Materials for 
a, SS OOS b.icccacvessaeusuune 1.00 Se a tale Sib. kg Bi nimese © © 1.00 


Vocal Studies 


Mezzo or Sieber Thirty-six eight measure, Vo- 


CPO H eee eee reer seeseses 


_ The Corley fompany 





Violin Methods 


Ltt tesesesereeees $1.00 cal Exercises, all voiceg......... .50 
Concone Op. 9, Fifty Lessons, Sop. Vacens Practical Method, all voices, Tapper’s First Year Harmony... .$1.00 
50 .50 Winner’s Eureka Violin Method” ee 
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